NYS OGS Procurement Services 


Group 38221 - Alarm & Signal Systems 


Award - C-4476-G 



Contract - PC56295 

HONEYWELL UNIT PRICING 



Part 




No. 

Description 

NYS PRICE 


5600 Control Panels & Accessories 


566 

5600CS560 UL w/ 560 LED Contrl. Cntr. 

$ 

246 

567 

5600LP560 UL Mercantile, LED Contrl. Cntr. 

$ 

371 

568 

5600CS565 UL w/ 565 LCD Contrl. Cntr. 

$ 

327 

569 

5600LP565 UL Mercantile), LCD Contrl. Cntr. 

$ 

475 

570 

5600CS Control/Communicator only 

$ 

184 

571 

D560 LED Control Center 

$ 

66 

572 

D565 LCD Control Center 

$ 

172 

893E 

D133 Single Relay for Programmable Output 

$ 

20 

894E 

D134 Double Relay for Programmable Output 

$ 

36 

573 

D208 Hardwire Expander in enclosure 

$ 

82 

574 

D208LC Hardwire Expander w/o enclosure 

$ 

72 

577 

D204RF RF Key Pad (No Display) 

$ 

100 

578E 

60-607 ITI 2 Btn. Keychain Remote 

$ 

52 

579E 

60-606 ITI 4 Btn. Keychain Remote 

$ 

60 

580E 

60-362 ITI RF Universal Xmttr w/ Magnet 

$ 

56 

581 

60-511 ITI RF Wall Mounted PIR 

$ 

160 

582 

60-461 ITI RF Glass Break Detector 

$ 

88 

583E 

60-457 ITI RF Panic Transmitter, 1 Button 

$ 

52 

602E 

60-458 ITI RF Panic Transmitter, 2 Buttons 

$ 

52 

603 

60-504 ITI RF Low Temp Detector <45 deg 

$ 

64 

604 

60-660-95 ITI 8 Zone Receiver 

$ 

128 

605 

60-615-10-319 RF Repeater, Extend Range 

$ 

292 


Other Control Panels & Control Centers 


21 

5800 CS grade C UL C.S. Control Panel 

$ 

471 

22 

5800 LP grade B UL Mercantile Cntrl Pnl 

$ 

511 

23 

5800 FA UL Fire Control Panel, Red Enel. 

$ 

607 

24 

5900 CS grade C UL C.S. Control Panel 

$ 

773 

25 

5900 LP grade B UL Mecantile Cntrl Pnl 

$ 

813 

26 

5900 FA UL Fire Control Pnl, Red Enclosure 

$ 

908 


The 5800 and 5900 Panel listed below include a 



DSCC Communication Card for use with HSL 


887 

DSP9C 9 Channel Color Duplex Multiplexer 

$ 

3,851 

888 

DSP16 16 Chnl Monochrome Duplex Mlplxer 

$ 

2,088 

889 

CSP16C 16 Chnl Color Duplex Multiplexer 

$ 

4,401 

890 

5900CS Control Panel w/DSCC com Card 

$ 

964 

891 

5900LP Control Panel w/DSCC ComCard 

$ 

1,004 

892 

5900FA Fire Panel w/DSCC Com Card 

$ 

1,098 


MISC. BURGLAR & FIRE MODULES, ETC. for 5800 & 5900 Panels 


27 

D540 Control Center 

$ 

186 

28 

D541 R Fire Control Cntr 

$ 

186 

29 

D542 R Fire Annunciator 

$ 

186 

30 

D550 Control Center LED 

$ 

84 

31 

D268 Zone Control Module 

$ 

103 

32 

D269H Zone Control Key Pad 

$ 

69 

33 

D279H Zone Control Key Pad 

$ 

116 

34 

D8121A S.T.U. 5 Zone 

$ 

256 

35 

D8122 S.T.U. 5 Zone UL 

$ 

325 


MISC. BURGLAR & FIRE MODULES, ETC. for 5800 & 5900 Panels (Continued) 

36 

D125B Dual Pwd Initiat Module 

$ 

47 

37 

D127 Reversing Relay Mod. 

$ 

77 

38 

D129 Style D Initiating Mod 

$ 

86 

39 

D192C Bell Circuit Super Module 

$ 

81 

40E 

D9127U Point Terminal 

$ 

28 

41E 

D9127T Point Terminal UL 

$ 

32 

42 

D8128B Octo Point Module 

$ 

111 

43 

D8129 Octo-Relay 

$ 

124 

44 

D8132 Supp Pwr Supply 

$ 

111 

45 

D126 12v 7amp Battery (standby) 

$ 

30 

46E 

D122L Dual Batt Harneft%>pi447fifHnneywell)-xls_ 

$ 

14 
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NYS OGS Procurement Services 


Group 38221 - Alarm & Signal Systems 


Award - C-4476-G 



Contract - PC56295 

HONEYWELL UNIT PRICING 



Part 




No. 

Description 

NYS PRICE 

47 

D928 Dual Phn line Monitor Module 

$ 

86 

48 

D8125 Point Interface Mod (63 pts) 

$ 

86 

49 

D9142F 24V, 4A supplement P/S 

$ 

435 

50 

D9131 Printer Interface 

$ 

145 

51E 

6560 Lexan Widebody KP Enel 

$ 

94 


INTELLIGUARD ACCESS CONTROL DEVICES 


D9210BLCH Access Cntrl Mod Single Door 


D9210BH Access Control Mod. in enclosure 


|D9210BCH Access Cntrl Mod & 1 amp P/S_ 


DR4205W Indoor Rdr (WSE) Reg's D9210B 


DR4205WE Outdr Rdr (WSE) Reg's D9210B 


IDR4205WGM Glass Mntd Rdr Reg's D9210B_ 


|DK4020 (25) Pkg of 25 NexKeys / HW Skins_ 


DK4040-00 KeyMates Key Chain Tokens 


IDK4020-20H NexKey Card 


CONTACTS & GLASS PROTECTION 


|SPD single ped door Sentrol 1085TW_ 


DPD dble ped door Sentrol 1085TW (2) 


Window Contact Sentrol 1085TW 


Overhead Door Sentrol 2205A or 2105 


Elevator Door Sentrol 2505 


Pilot Door Contact 


Intellisence FGW725 Wireless, No Xmittr 


| Intellisence FG730 Analog Glassbreak Pet._ 


Intellisence FG1025 & 1025R Non Directional 


Intellisence FG1025F Flush Mounted 


Intellisence FG1025Z Directional 2 Microphones 


| Sentrol 5150 Shock Sensor 10' Range_ 


Sentrol 5820A Shatter Pro II Recess 1" Hole 


Sentrol 5620 Shatter Point w/Contact 


Sentrol 5810EZ Surface Shatter Pro 


Sentrol 5810A Shatter Pro II 


DS1101-1 Acoustic Glass Break Detector 


INTERIOR PROTECTION DEVICES 


PASSIVE INFRA RED DETECTORS 


DS130/131 REX 


DS 150/151 REX 


Sentrol RTE 1000 REX w/sounder 


DS775 50' PIR 


|DS776Z Dual PIR 50' w \ Self Diagnostics_ 


DS777Z 50'Quad PIR 


DS918i Broad PIR Wall/Ceiling Mount 


DS920iH 35'x40' 


DS932XH 35/40 


DS934 35' PIR 


DS935Z 35' PIR 


DS936 360-25' Diam. Ceiling Mount 


|DS938Z 360- 60' Diam Ceiling Mount_ 


|BXX Bracket for Mounting PIR_ 


DS794Z-80 80' PIR 


DS794Z-120 120' PIR 


DS794Z-200 200' PIR 


|Sentrol AP669 Ceiling Mnt 60' Diameter_ 


Sentrol AP633 200' Long Range or 80' Wide 


Sentrol 6155 45'X 45' PIR 


PASSIVE INFRA RED DETECTORS W/ POPIT (Order from Radionics) 


[ZX776Z PIR w/Popit_ 


ZX935Z 35' PIR w/Popit 


ZX794Z PIR Long Rng 80' 


ZX938Z 60' Diam Ceil 


$ 

97 

$ 

74 

$ 

194 

$ 

142 
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NYS OGS Procurement Services _ 

Group 38221 - Alarm & Signal Systems 

Award - C-4476-G _ 

Contract - PC56295 


HONEYWELL UNIT PRICING 



Description 

|DUAL TECHNOLOGY MOTION DETECTORS 


DS720-80H 80' PIR/MW 


DS720-120H 120'PIR/MW 


DS720-200H 200' PIR/MW 


DS820 PIR/MW 20' Tri-tech 


DS835 PIR/MW 35x35 Tri-tech 


DS860 PIR/MW 60' Tri-tech 


DS950 PIR/MW 50' Tri-tech 


DS970 PIR/MW 70'Tri-tech 


NYS PRICE 



C&K DT435T 35x30 


C&K DT450T 50x40 


C&K DT660STC 60x60 


C&K DT6360STC Ceiling 50' Diam 


C&K811 OS 120x10 


C&K8120S 200x15 


C&K8140S 90x70 


Sentrol 2T40 PIR/MW 40' X 40' 


Sentrol 2T70 PIR/MW 70'X 70' 


Sentrol 2T360 PIR/MW 45’ Dia. Ceiling Mnt_ 


DS 415i DC 500' Indoor PE 


DS435i 500’ Indoor PE 


DS452 200' Outdoor Dual PE 


DS455 530' Outdoor Dual PE 


DS462 200' Outdoor Dual w/ Environmental 


DS474 400' Outdoor Dual w/ Environmental 


DS476 660' Outdoor Dual w/Environmental 


MP1 3' Pole 


MP2 4' Pole 


MP3 CURVED POLE 


WE452 Weather Enclosure for MP1,2 & 3 


WM452 Wall Mount Enclosure 


PEH-1 Heater Down to -31 degrees_ 


Pulnix PB50FN Outdoor 150'Quad Beam 


Pulnix PB-IN50HFN Outdr 150' Quad Beam 


Pulnix PB-IN100HFN Outdr 300' Quad Beam 


Pulnix PB-IN200HFN Outdr 600' Quad Beam 


BT-150 Beam Tower 4'6" 


BT-200 Beam Tower 6' 6" 


BT-CONDUIT Base for Surf Conduit Entry_ 


ITI LEARN MODE SUPERVISED WIRELESS (RF) DEVICES 


60-362 ITI RF Universal Xmttr w/ Magnet 


60-511 ITI RF Wall Mounted PIR 


60-461 ITI RF Glass Break Detector 


60-457 ITI RF Panic Transmitter, 1 Button 


60-504 ITI RF Low Temp Detector <45 deg 


60-660-95 ITI 8 Zone Receiver 


60-615-10-319 RF Repeater, Extend Range_ 


BELLS & SIRENS FOR BURGLAR ALARMS 


Ademco 1011E Outside Audible/Housing 


AdemcoAB12M UL Bell for Burglary 


UL Bell for Safe/Vault 


R1500SP Revere Inside Audible Only_ 


5511 Faraday Inside Strobe 


GX90S -4-15-1 Horn / Strobe (15 Candela) 


Imperial II Siren Only 118db_ 


Imperial IV Siren Only 130db_ 


Imperial VI Siren w/ Enclosure 


Imperial VIII Siren w/ Enclosure 
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NYS OGS Procurement Services _ 

Group 38221 - Alarm & Signal Systems 
Award - C-4476-G 


Contract - PC56295 

HONEYWELL UNIT PRICING 

Part 


No. 

Description 

108E 

Potter BSC(Contact only) 

109 

DS1520 Seismic for Vaults 13'Radius 

110 

DS1520+BSC Seismic for Vault Complete 

111 

DS1530 Seismic for ATM 

112 

Ademco 1401 Proximity Only 

113 

Ademco 1401+BSC Safe Complete 

114 

Potter EVD-S + Smk Det, Includes 2 Pickups 

115 

Potter EVD-P Additional Pickup 

116 

Potter EVD-S + Smk Det, Safe Cont w/1 P.U. 

117E 

HUB2B H/U Button (USP) 

118 

D-67L/D-23R Linear Moneyclip & Receiver 

119 

D-23R Linear Added Wireless Money clip 

120E 

HUC1 Money clip Hardwire (USP) 

121 

D-22A Linear RF Panic Button 

122 

D-67L Linear Receiver, Latching 

19 

VSA-SF Potter Sound Vault Complete 

20 

PSM-F Potter Added Microphones/Horn 


NYS PRICE 



LINEAR WIRELESS 



D67L One Channel Rec. Latching_ 


D-2R Two Channel Receiver 


D-4R Four Channel Receiver 


D-22A Fland Field Xmitter 1 Channel 


D-22B Eland Field Xmitter 2 Channel 


D-21A N/O Wall Mount Xmitter 


D-24A N/C Wall Mounted Xmitter 


D67 One Channel Rec. Non Latching_ 


DXT-21 2 Btn 1 Chnl Eland Field Transmitter 


HONEYWELL SECURITY LINK 


7701 Slave Xmtr 


7703 Control 


7703B Control 


7703BK W/ Key Pad 


7703BKP W/K.P. & Power 


7707 Access Terminal 


7707P AA Police Connect 


7707SV UL Safe & Vault 


7709/19 10 Zone Xmtr 


7714 Four Port Expander_ 


Radionics DACT 


D2071ACH Fire Control Comm, w/ Xfrmr 


Silent Knight Fire Alarm Panels 


5104 Fire Communicator, 4 Zones w/ Battery 


5204 Local 4 Zone Fire Panel Class B 


5204PL Local 4 Zone Fire Panel Class B 


5207 Fire Panel, 8 Zn, UL Listed Communicator 


5395 Distributed Power Module 24vdc, 5A 


5230Remote KP/Annunciator 



051980 Power Supply for 5207 


5205 Plug in Digital Communicator for 5204 


5210 8 Zn Expander for 5207 All Class B 


Fire-Lite Fire Panels 


MP12/24- Firelite 2 Zone Class B Fire Panel 


MP-AC Aux Alarm Contacts 


MP-AT Aux Alarm & Trouble Contacts 


MP-TR Remote Station Alarm Output 


MP-TRT Remote Sta. Alarm & Trbl Output 


MS44xxB Firelite 4 Z 
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NYS OGS Procurement Services 


Group 38221 - Alarm & Signal Systems 


Award - C-4476-G 



Contract - PC56295 

HONEYWELL UNIT PRICING 



Part 




No. 

Description 

NYS PRICE 

708 

4412TM or 4XTMF Remote Station Output 

$ 

106 

709 

4412ZM or 4XZMF Relay Mod.& Alarm & Trbl 

$ 

102 

710 

2ZDS 2-Zone Disconnect Switch 

$ 

38 

711 

RZA-4XF Ann. & Driver 4 Alarms-1 Trouble 

$ 

172 

712 

MS-4424 4 Zone Class A Fire Panel 24vdc 

$ 

791 

713 

4XTMF Remote Station Output 

$ 

106 

714 

4XZMF Relay Mod. Alarm & Trbl Contacts 

$ 

102 

715 

2ZDS 2-Zone Disconnect Switch 

$ 

38 

716 

RZA-4XF Ann. & Driver 4 Alarms-1 Trouble 

$ 

172 

717 

MS-5012 5 Zone Fire Pnl w/ DACT 

$ 

445 

718 

RZA-5F/ADM-12 Ann. & Drvr, 5 Alrm-1 Trbl 

$ 

172 


FIRE ALARM WATER FLOW DEVICES 


VSR-F Vane sw.w/ retard 2-8" 


PS 10-1 W F sw w/o retard 


WFSR-F W F Pres sw. 


OSYSU-1 Gate Valve 


PCVS-B1 Post Indicator 


BVS Ball Valve Switch 


PCVS-Post Indicator & Butterfly Sw 


|PMS Plug Magnetic Sw_ 


|PTS-B Plug Type Gate Valve_ 


PS40-1A Hi-Low Press Sw 


RTS Room Temp Sw 


|TTS-S Tank Temp Sw_ 


WLS-S Water Level Sw 


VSRF-EX Vane Switch w/Retard 2-8" 


PS10-2A-EX Pressure Switch 4-20 PSI 


PS40-2A-EX Pressure Switch 


|PSI 20-1A Pressure Switch (10-175 PSI) 


FIRE ALARM DEVICES 


S464A-1128 HW Manual Pull 


S464B-1077 HW Manual Pull W / Contacts 


|S465A-1083 HW Manual Pull Pre Signal 


Add for Dual Action 


Add for Style C/E or Pre-Alert 


| Manual Pull Harrington_ 


| Manual Pull Harrington w/ Contacts_ 


Heat Detector (Generic) 


Heat Detector Dual (Generic) 


DS250-2W PE Smoke Det w/ 2wire base 


DS250-4W P.E. Smoke Det w/ 4 wire base 


S/D DUCT (Generic) 


AUX RELAY 


TEST STATION 


SAMPLING TUBE 


SMOKE DETECTORS (Detection Systems) 


DS282 2 wire Photo Electric Smoke Det. 


DS282TH 2 wire P E Smoke Det. w/thermal 


|DS282THC 2 wire P E Smoke, Ht, & C Relay 


DS282THS 2 wire P E Smoke, Ht, & Sounder 


DS284 4 Wire P E Smoke Detector 



DS284TH 4 Wire P E Smoke Det w/Heat 


DS284THC 4 Wire P E Smoke, Ht. & C Relay 


DS284THS 4 Wire P E Smoke, Ht. & Sounder 


DS284THCS 4 W PE Smk, Ht, Relay & Sound 


DS240 Beam Smk Det. (Pair) 24v 


DS241 Beam Smk Det. (Pair) 12v 


SMOKE DETECTORS (System Sensor/Honeywell) 


TC805D1008 (SS1151 






























































































































































NYS OGS Procurement Services _ 

Group 38221 - Alarm & Signal Systems 

Award - C-4476-G _ 

Contract - PC56295 


HONEYWELL UNIT PRICING 



Description 

ITC804D1009 (SS2151) PE Smk Det 


TC804C1001 (SS2451) PE Smk Det w/ Base 


TC805C1000 (SSI 451) Ion Smk Det w/ Base 


TC804C1019 (SS2451TH) PE S.D. Ht & Base 


NYS PRICE 

I $ 48 


43 


40 


49 


SMOKE DETECTORS (ESL) 


2 Wire Detectors 


429C 12/24vdc Smoke Detector 


429CRT 12/24vdc Smk Det, Heat & Relay 


429CST 12/24vdc Smk Det, Heat & Sounder 


429CT 12/24vdc Smoke Det w/ Heat Det 


1204-12/24 12/24vdc Power Supervision Unit 


4 Wire Detectors 


449C 12/24vdc Smoke Detector 4 Wire 


449CRT 12/24vdc Smk Det, Heat & Relay 


449CST 12/24vdc Smk Det, Heat & Sounder 


449CT 12/24vdc Smoke Det w/ Heat Det 


I449CSRT 12/24vdc Smk, Ht, Relay & Sounder 


New 2 Wire (CleanMe) Detectors 


Sentrol 521B 2 Wire P E W/CleanMe 


Sentrol 521BXT 2 Wire PE w/ Ht detector 


Sentrol 521CRXT 2 Wire PE w/ Relay & Heat 


I Sentrol 505 Mod. Req. for 4 wire Pnl Convert 


MAGNETIC DOOR HOLDERS 


1500 Series Edwards Door Holders 


DHF1224C ESL Door Holder Semi-Flush 


DHS1224SX ESL Door Holder Surface 


BELLS, HORNS AND STROBES 


Gentex 


GX90-x Mini Horn 


GXS-x-15-1 Strobe (15 Candela) 


GXS-4-110-1 Strobe 24vdc (110 Candela) 


GX90S -x-15/75 Horn / Strobe 


GX90S -4-15-1 Horn / Strobe (15 Candela) 


GX90S -4-110-1 Horn / Strobe (110 Candela) 


GX90S -4-1575 Horn / Strobe ) 


GX90S -4-3075 Horn / Strobe ) 


GXS-4-1575 Strobe 24vdc 


GXS-4-3075 Strobe 24vdc 


GXS-120-177 Strobe 120vac (177Candela) 


GX90S-2-15-1 Horn/strb 12vdc (15 Candela) 


HG124 Horn 12 or 24vdc 


SHG-xx-15-1 Horn/Strobe (15 Candela) 


SHG-xx-1575 Horn/Strobe 


SHG-xx-3075 Horn/Strobe 


SHG24-110-1 Horn/ Strb 24vdc (110 Candela) 


Wheelock 


43T-G6-xx 6" Bell 86 db 


43T-G10xx 10" Bell 88 db 


MZ-12 Mini Horn 12vdc only 


MIZ-xx-LS-VFR Horn/Strobe (15 Candela) 


MIZ-xx-LSM-VFR Horn/Strb (15-75 Candela) 


MIZ-xx-MS-VFR Horn/Strobe (30 Candela) 


IMIZ-24-IS-VFR Horn/Strobe (75 Candela) 



ASxx15-WFR Horn/Strobe (15 Candela) 


ASxx1575-WFR Horn/Strb (15/75 Candela) 


Asxx30-WFR Horn/Strobe (30Candela) 


AS2475-WFR Horn/Strb 24vdc (75 Candela) 
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NYS OGS Procurement Services 


Group 38221 - Alarm & Signal Systems 


Award - C-4476-G 



Contract - PC56295 

HONEYWELL UNIT PRICING 



Part 




No. 

Description 

NYS PRICE 

627 

SM-12/24 Single Circuit Class B Controller 

$ 

54 

628 

DSM-12/24-R Single Circ. Class A Controller 

$ 

82 

629 

RS-xx15-VFR Strobe 15 Candela 

$ 

40 

630 

RS-xxl 575-VFR Strobe 15/75 Candela 

$ 

40 

631 

RSxx30-VFR Strobe 30 Candela 

$ 

40 

632 

RS2475VFR 24vdc Strobe 75 Candela 

$ 

40 

633 

RS24110HFR 24vdc Strobe 110 Candela 

$ 

51 

634 

WM3T-24-FR 24vdc Outdr. Strobe 117 Candela 

$ 

51 

635 

31T-xx-R AC Florn 95 db 

$ 

22 

636 

31T-115-R 120vac Horn 95 db 

$ 

21 


EXCEL LIFE SAFETY SYSTEMS XLS 10 


XLS Control Panels 


|XLS-1Z1 Single Zone (no expansion)_ 


XLS-2Z1 Two Zone (no expansion) 


XLS-2Z3 Two Zone (3 expansion slots) 


IXLS-2Z6 Two Zone (6 expansion slots)_ 


Control Panel Components_ 


2IDC Two Zone Initiating expander module 


PBAC Base Panel Class A (style D) conv. 


| IDCA Initiating dev, circuit class A (style Z)_ 


| RCT Relay / City Tie expansion module_ 


12V4A5 12Volt 4.5 amp hr batt (set of 2) 


12V6A5 12Volt 6.5 amp hr batt (set of 2) 


|6V8A 6Volt 8 amp hr batteries (set of 4)_ 


Annunciators for Expandable Control Panels_ 


RTU FA Trbl/Ann., 1 Gang (XLS10) 


4ZA Indoor Ann. 4 Zones w/ADMM Driver 


IRTU4ZA FA Trbl/Ann., 2 Gang W/ADMM_ 


8ZA Indoor Ann. 8 Zones w/ ADMM Driver 


RTU8ZA FA Trbl/Ann., 3 Gang W/ADMM 


IRTU12ZA FA Trbl/Ann., 4 Gang W/ADMM 


EXCEL LIFE SAFETY SYSTEMS XLS 10 (Continued) 


Smoke Detectors -- (2 Wire) & Accessories 


6249B Ion Smoke Detector (50 max / zone) 


6269B PE Smoke Detector (30 max/zone) 


6270B-003 PE Smk Det W/ Ht Det (30 / zone) 


6264B Ion Duct Detector ( 50 max / zone) 


I6266B PE Duct Detector (30 max / zone) 


Smoke Detectors -- (4 Wire) & Accessories 


6250B Ion Smoke Detector 


6270B PE Smoke Detector 


6270B-003 PE Smk Det W/ Ht Det 


6264B Ion Duct Detector 


6266B PE Duct Detector 


Smoke Detectors Accessories 


6264A Aux P/S for Duct Det. 


6262A Remote Test Station for Duct Det. 


|6261-xxx Sampling Tube_ 


[5956A Remote Alarm Indicator, per detector_ 


I6254A EOL Relay 


Heat detector 


281B-284B Heat Detector 


281BL-284BL Heat Detector 


Manual Pull Stations 


S464A-1128 HW Manual Pull 


S464B-1077 HW Manual Pull W / Contacts 


|S465A-1083 HW Manual Pull Pre Signal_ 


Add for Dual Action 


|276B Lexan Manual Pull Single Action 
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NYS OGS Procurement Services 


Group 38221 - Alarm & Signal Systems 


Award - C-4476-G 



Contract - PC56295 

HONEYWELL UNIT PRICING 



Part 




No. 

Description 

NYS PRICE 

689E 

13 Add for key reset (Lexan only) 

$ 

5 

690E 

SMBB Surface Back Box for Manual Pull 

$ 

12 


Horns and Strobes for XLS 10 Systems 


691 

31T-xx-R Horn Only 

$ 

22 

692 

792 Strobe / Horn ADA 

$ 

72 

693 

202 Strobe Only ADA 

$ 

53 

694 

439 Bell 4-6-10" 

$ 

38 

695 

682-1A Mini-horn 

$ 

10 

696 

692 Mini-horn / srobe ADA 

$ 

46 


Misc Equipment for XLS 10 Systems 


698 

1500 Series Edwards Door Holders 

$ 

72 

699 

AS/PS5 Supplemental 5 Amp Power Supply 

$ 

338 

700 

DHF1224C ESL Door Holder Semi-Flush 

$ 

64 

701 

DHS1224SX ESL Door Holder Surface 

$ 

70 


EXCEL LIFE SAFETY SYSTEMS XLS 10 (Continued) 



POWER SUPPLIES 



Altronix 


726 

AL612 6/12vdc 1.2 Amps (Board only) 

$ 

19 

727 

AL1224 12/24 vdc 1 Amp (Board only) 

$ 

21 

728 

LPS-3C12X 12vdc 2.5 Amps w/cabinet & Xfrm 

$ 

216 

729 

LPS-3C24X 24vdc 2.5 Amps w/cabinet & Xfrm 

$ 

216 

730 

SMP-3 6, 12, 18 or 24 vdc 2.5 A (Board only) 

$ 

51 

731 

SMP-5 6, 12, 18 or 24 vdc 4 A (Board only) 

$ 

75 

732 

SMP-7 12/24 vdc 6 Amps (Board only) 

$ 

133 

733 

SMP-7CTX 12/24 vdc 6 A w/cabinet & Xfrm 

$ 

290 

734 

AL100UL 12vdc 750 MA w/cabinet & Xfrmr 

$ 

100 

735 

AL200UL 6/12vdc1.75A w/cabinet & Xfrmr 

$ 

131 

736 

AL400ULX 12/24 vdc 4.0A w/cabinet & Xfrmr 

$ 

303 


Alarm-Saf 


204 

AS/PS1-BFS-12 Power Supply 

$ 

100 

205 

AS/PS3-BFS-12 Power Supply 

$ 

232 

206 

AS/PS5-BFS-12 Power Supply 

$ 

258 

207 

AS/PS3-BFS-24 Power Supply 

$ 

232 

208 

AS/PS5-BFS-24 Power Supply 

$ 

258 

209 

AS/PS5-UL-12 Power Supply 

$ 

379 

210 

AS/PS5-UL-24 Power Supply 

$ 

379 


FS90 FIRE ALARM SYSTEMS 



FS90 CONTROL COMPONENTS 


821 

AA Initiator Board 4 Style B Zones 

$ 

203 

822 

AB Initiator Board 2 Style D Zones 

$ 

134 

823 

BF Indicator Board 2 Style Y Zones, 2 Relays 

$ 

175 

824 

BG Indicator Board 2 Style Z Zones 

$ 

138 

825 

DB Remote Driver Board 8 Superv Outputs 

$ 

121 

826 

DC Accessory Relay Board 4 SPST Relay 

$ 

97 

827 

LK Multiplex Ann Board use w/ WSA AXON 

$ 

535 

828 

SK HVAC Override Board 

$ 

319 

829 

-# Added Relays (2) to Interface SK, per zone 

$ 

114 

830 

VA Xmittr Brd, Form C Relay Alarm or Trbl 

$ 

144 

831 

MB1 1st Motherboard Incl. CA Board & P/S 

$ 

910 

832 

MB2 2nd Motherboard Includes P/S 

$ 

532 


Batteries are required for each Motherboard. Use power chart 



74-5784 to determine power requirements 


833 

B6.5 2 12vdc 6.5 amp hr batteries & harness 

$ 

130 

834 

B26 2 12vdc 26 amp hr batteries & harness 

$ 

189 

835 

BSM Battery Supervision Module 

$ 

140 

836 

CmdCtr Command Center 

$ 

3,296 

837 

CmdCtr LessPrtr Command Cntr, No printer 

$ 

2,464 

838 

1-UP Single Enclosure Space for 1 Motherbd 

$ 

226 

839 

2-UP Dble Enclosure Space for 2 Motherbds 

$ 

316 

840 

CRA8 Cntrl Relay, 8 &$&&&$&%& x , s _ 

$ 

884 
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NYS OGS Procurement Services 


Group 38221 - Alarm & Signal Systems 


Award - C-4476-G 


Contract - PC56295 

HONEYWELL UNIT PRICING 

Part 

No. Description 

841 |CRA16 Cntrl Relay, 16 dpdt relays & DB Brd 

NYS PRICE 

$ 1,652 | 


FS90 PLUS CONTROL COMPONENTS 


LJ Communications Display Board 


|AE Intelligent Loop l/F Brd 2-2wire or 1 -4 wire_ 


SMOKE DETECTORS HONEYWELL / SYSTEM SENSORS 


TC805D1008 (SS1151) Ion Smk Det 


TC804D1009 (SS2151) PE Smk Det 


TC804C1001 (SS2451) PE Smk Det w/ Base 


TC805C1000 (SSI 451) Ion Smk Det w/ Base 


TC804C1019 (SS2451TH) PE S.D. Ht & Base 


JN-JE8142 Camera 1/3" EIA HI Res B/W 


FS90 PLUS ANALOG SENSORS 


TC806A1037 PE Smoke Detector & Base 


TC806A1045 PE Smk Det w/Thermal & Base 


TC807A Ionization Smoke Detector & Base 


ITC808A Thermal Det. w/Base Fixed Temp_ 


14506414-004 Base w/Sounder (add price)_ 


TC806 Duct PE Smk Det w/housing 


ITC807 Duct Ion Smk Det w/housing 


14506510 Remote Annunciator, Per Zone 


RM851DH Remote Test for Duct Det. 


FS90 PLUS ADDRESSABLE MODULES 


TC809A Mon Mod, Style B or D w/LED 


ITC809B Mini Mon. Mod, Styl B No LED_ 


|TC810A Control Module Style Y or Z_ 


TC811A Fault Isolator Module w/LED 


14502412-005 for CA Outputs, AA,AB, DB.SK 


14502412-011 Use for AC Power Circuit 


14502412-014 for CA Inputs & TC809 mod ckt_ 


14502412-018 for BF, BG, VA & TC 810 mod ckt 


14502412-020 for AE board intelligent loops 


ANNUNCIATORS (From D&S Technologies)_ 


|TA-05-HW 5 Zone Ann. & System Trouble_ 


TA-10-HW 10 Zone Ann. & System Trouble 


TA-15-HW 15 Zone Ann. & System Trouble 


|TA-20-HW 20 Zone Ann. & System Trouble_ 


|TA-25-HW 25 Zone Ann. & System Trouble_ 


TA-05A 5 Zone Ann. Sys trbl, Sounder & Sw. 


TA-10A 10 Zone Ann. Sys trbl, Sounder & Sw. 


|TA-15A 15 Zone Ann. Sys trbl, Sounder & Sw._ 


|TA-20A 20 Zone Ann. Sys trbl, Sounder &Sw._ 


ITA-25A 25 Zone Ann. Sys trbl, Sounder & Sw. 


FS90 ACCESSORIES 


|FM Fuse Fuse for120vac Req'd for FM_ 


1500 Series Door Holders (Wall Mount) 


REQUEST TO EXIT DEVICES (Also see Securitron Products) 


DS 130/131 REX 


DS 150/151 REX 


ID9510B/G REX PIR w/Popit = DS150/1_ 


Sentrol RTE 1000 REX w/sounder 


WESTINGHOUSE/SCHLAGE CARD ACCESS 


422 NK ACU w/P/S & batteries 


Supports analog prox. sensors w/ 1050 cards (req. SI-1)_ 


Supports analog prox. sensors w/ 1060 cards (req. SI-2) 


422MI-14 Monitor Input Mod (14 in 2 out) 


|422RO Relay Output Mod (5 Relays)_ 


800 SERIES ACCESS CONTROL SYSTEM 


The 800 series includes two ACU's for expansion of existing systems 


818SX when multiple proximity card types are required. 


818SC for analog a^diflit®t’fil'Mf»jtXA»iSitems. 
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NYS OGS Procurement Services 


Group 38221 - Alarm & Signal Systems 


Award - C-4476-G 


Contract - PC56295 

HONEYWELL UNIT PRICING 

Part 

No. Description 

172 |818SX ACU w/Encl„ P/S & Batteries 

NYS PRICE 

$ 8,108 


Works with 1030/1040 /1050 /1060 cards 


Use for upgrades or adds to existing systems. 


818SC ACU w/Encl., P/S & Batteries 


Works with multiple analog prox. cards & digital Readers_ 


Misc. items for use with 818 Access Control Units 


|ELEV Mod per ACU 2 to 8 floors 


Monitoring and control for the 800 series_ 


|774-1 Multi Switch Monitor ( 4 inputs)_ 


1778 Annunciator ( 8 Points) 


4100 SERIES ACCESS CONTROL UNITS w/ end. P/S & battery 


|Honeywell 4104 ACU w/ P/S &MIRO_ 


Use with up to 4 Readers, does not support_ 


additional MIROs 


|Honeywell 4100 ACU w/encl, PS & MIRO 


Use with up to 8 Readers, Supports one_ 


additional MIRO 


Analog Proximity Sensors (use with 818s 


I2804B Compact Sensor 


3" Range. Requires SI-2 when used w/ 422 ACU_ 


2814A-B Prox Reader (rear connect) 


2815A-B Prox Reader (side connect) 


2700B Sensor Stand-off 


SI-2 Dual Sensor Interface 


Must be powered from source other than lock power_ 


Digital Proximity Readers (Not for use with 818SX) 


DR4203 DigiReader (mullion mnt) 


|DR4205 Digital Card Reader 6" range_ 


|DR4205E DigiReader 6" Weather Res._ 


DR4205GM DigiReader 6" Mullion Mnt. 


DR4205K DigiReader 6" 


92042000100 Standoff for 4205 


92042000200 Trim Plate for 4205 


Digital Proximity Readers (Not for use with 818SX) (Continued) 


DR4208 DigiReader 10" Max Range 


|DR4226 DigiReader 24" Max Range_ 


|DR4238 DigiReader 36" Max Range_ 


Magnetic Stripe Card Readers 


MSR42-SG Mag Swipe Reader 


MSR42-SGW Weatherized Reader 


IMSRK42-SG Mag Swipe W/ KP_ 


DS1601/1611 REX motion w/ sounder & timer 


PIN Keypads 


| VIP-2 12 button Key Pad_ 


| VIP-2 Weatherproof 12 button KP_ 


Monitoring and Control Accessories (use B.A. section for alarm 


device pricing. 


REX Button (Securitron PB2E) 


REXPIR (DS150 or 151) 


MSR2-SB EMPI Format Mag Stripe Reader 


Audio Intercom (master LEF-10C/H 


Door Sta. w/release & P/S LE-D/H 


Aiphone LE-D/H_ 


Video l/C master + 1 dr sta. w/ P/S MYS-1CD/H 


Operating Stations and Accessories 


Terminal (CRT, Printer & Cable 


| Printer (Serial W/ cables) 32-OK1184S 


Power Supplies 


PI Power Inserter Use w/ 422 & 4100 ACUs 


AS/PS1-BFS-12 Powe 




$ 

701 

$ 

100 
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NYS OGS Procurement Services 


Group 38221 - Alarm & Signal Systems 


Award - C-4476-G 



Contract - PC56295 

HONEYWELL UNIT PRICING 



Part 




No. 

Description 

NYS PRICE 

205 

AS/PS3-BFS-12 Power Supply 

$ 

232 

206 

AS/PS5-BFS-12 Power Supply 

$ 

258 

207 

AS/PS3-BFS-24 Power Supply 

$ 

232 

208 

AS/PS5-BFS-24 Power Supply 

$ 

258 

209 

AS/PS5-UL-12 Power Supply 

$ 

379 

210 

AS/PS5-UL-24 Power Supply 

$ 

379 


Sensor Wire and Cable 


19284 Coax per 100 ft._ 


19284-D Dir Burial Coax per 100 ft_ 


9284-P Plenum Coax per 100 ft 


19284-E Elevator Coax per 100 ft 


Reader/Network Wire & Cable 


18/4 2Pr twist & shielded/100ft 


|18/4 2Pr twist, shld,plenum/100 ft 


Intercom Wire 


18/2 for door stations per 100 ft_ 


18/2 plenum for door station per 100 ft_ 


1050 Prox card (HW) for Sdda &Replacement 


1040 Prox card (HW) for Adds & Replacement 


1030 Prox card (HW) for Adds & Replacement_ 


WESTINGHOUSE/SCHLAGE CARD ACCESS (Continued) 


Command Keys and Accessories 


l-S Sequential # on Command Key 


ID Factory installed ID packet_ 


-E Elongated Command Key/Strap_ 


DK4002-250 ISO Thin Prox. card plain white 


DK4012-20H Durakey Honeywell 


IDK4020-20H NexKey Card_ 


|DK4040-00 Key Mates Key Chain Tokens_ 


1012-V Vert holder, strap & clip 


1012-H Horiz holder, strap & clip 


1025-ID Field Installed Photo ID (25) 


| MAG 422 Mag Stripe Card HW_ 


MAG/ID as above w/ photo ID 


Cl-1 RS232C Converter 


Cl-8 Data Broadcast Box 


D & S or Hoffman Enclosure 


RADIONICS READY KEY (Selected Products) 


K2010 Electronic Key 


K2011 ID Card 


K2001 Low Profile Reader 


K2002 Vandal Resistant Reader 


K2001-P PIN Reader 


K2003 Reader, Mullion 


K2100 Four Door Controller 


K1100 Two Door Controler 


K2120 Enclosure for 2100/1100 


|K2100LF Four Door ContrILess Faceplate_ 


|K1100LF Two DoorContrl Less Faceplate_ 


K6100-16 Windows PC Admin Softw 


K6100-32 Windows PC Admin Softw 


K6100-MS3 WindowsThree Site Controller 


K6100-MS Multi-Site Network Controller 


K2040 Reader Combiner 


K2012 Wiegand Interface 


| K2015 A Alarm Event Manager_ 


| K2016 Mounting Bracket_ 


K2017 Mounting Bracket 


K2018 Electric box adapter plate 


| EK10 Easikey Two Do 































































































































































NYS OGS Procurement Services 


Group 38221 - Alarm & Signal Systems 


Award - C-4476-G 



Contract - PC56295 

HONEYWELL UNIT PRICING 



Part 




No. 

Description 

NYS PRICE 

386 

EK15 Easikey Mullion Reader 

$ 

329 

387 

EK20 Easikey Vandal Resist. Read 

$ 

439 

388 

EK25 Easikey Panel Mount Reader 

$ 

351 

389E 

EK71 Electronic Key 

$ 

10 

390 

EK80 Mullion Door Pack 

$ 

769 

391 

K2025 Panel Mount Reader 

$ 

555 


515 


516 


517 


518 


519 


520 


521.00 


522 


523E 


524E 


525E 


526E 


527E 


528 


529 


HIRSCH ACCESS CONTROL SYSTEM 


SL24+ 2 Door Control 


| M2 Digi*Trac Control_ 


M2N Digi*Trac Network 


M8 Digi'Trac Control 


|M8N Digi*Trac Network_ 


S'NAP Software 


DS371 Scramble Kev Pad 


DS371-HI High Intensity 


MB1 Flush No Conduit 


|MB2 Surface Rear Entry_ 


MB3 HD Flush Conduit 


MB5 HD Surface W/P 


|MB8 HD Flush W/Slope_ 


DTLM3 Alarm Module 


PR1 Printer W/ Cable 




IEI DOOR ENTRY SYSTEM 


IEI212I Indoor Keypad_ 


IEI 212W Weather Resistant Key Pad 


IEI 212M Mullion Key Pad 


IEI212R Rugged Key Pad_ 


IEI212SE KeyPad_ 


IEI 2321 Indoor Key Pad 


232W Weather Resistant Key Pad 


232M Mullion Key Pad_ 


232R Rugged Key Pad 




SECURITRONICS DOOR ENTRY SYSTEM 


PB Mushroom Illuminated Btn Momentary_ 


PB2 Square Illuminated Momentary Button_ 


PB2H Lighted Handicap Push Button 


DK-26SS Narrow Key Pad & Control 


DK-26BK Narrow Key Pad & Control_ 


DK-16 Standard Indoor Key Pad & Control_ 


DK-11 Standard Indoor Stand Alone Key Pad 


PCSC ACCESS CONTROL (Selected Products) 


KEY (PIN) PADS 


BP-250 4 Digit Surface Pin Pad_ 


Stand Alone or with the 350, 450, 451 or 452 Series Readers 


BP-270 Wiegand output Pin Pad 


Stand Alone or with the BR200, 202, 204, PR100, 200, 300, BR370 or BR470 


PROTECH (BaFe Technology)_ 


Cards 


BF-10HL Protech w/HW logo 


Readers used with MicroLPM & TIPS 


BR-350 BF Bi-Dir Swipe Reader_ 


Magstripe Cards 


BM-10HL Magstripe w/HW logo 


BM-30 Photo ID 


Readers Used with MicroPLM and TIPS 


BR-450 Surface Bi-Dir M/S Swipe Reader 


BR-451 Surface M/S Insert Reader 


BR-452 Flush M/S lns«fcRffiag!?ft)NAfB3woih vk $ 
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NYS OGS Procurement Services 


Group 38221 - Alarm & Signal Systems 


Award - C-4476-G 


Contract - PC56295 

HONEYWELL UNIT PRICING 

Part 

No. Description 

415 | BP-250 4 Digit Surface Pin Pad 

NYS PRICE 

$ 427 


Wiegand (25 & 34 Bit Formats Only) 


Cards 


WC-10HL Stand HW Wiegand card_ 


Readers Used with MicroPLM and TIPS 


BR-200A Wiegand Swipe Reader 


BR-202A Flush Wiegand Insert Reader 


IBR204A Wiegand Key Reader_ 


HID Proximity_ 


Cards 


PC-23HL Stand HW Prox card II 


PC-24HL MS/Prox Hw card 


PC-25 1 PC Photo Prox Card/CP 


Readers Used with MicroPLM and TIPS 


PR-233A Mini Prox 4-5.5" 


PR-234A ProxPro 5-9" 


PR-235A Maxi-Prox 18-24" 


PR-236A Thin Line 4-5.5" 


Sensor Proximity_ 


Cards 


PC-41 HL .055" thick card HW logo 


| PC-42 .040" thick card HW logo 


PCSC ACCESS CONTROL (Selected Products) (Continued) 


Readers Used with MicroPLM and TIPS 


PR-400A Short Range w/ PCSC Adapter 


PR-401 A Mid-Range w/PCSC Adapter 


IPR-402A Long Range w/PCSC Adapter_ 


PCSC ECLIPSE ONE DOOR SYSTEM 


RP-350SE Dr Contrl, pin pad ( BaFe) 


RP-350SE Dr Contrl, pin pad & P/S 


|RP-450SE Dr Contrl w/ pin pad, mag stripe_ 


|RP-450SE Dr Contrl, pin pad & P/S (MS)_ 


RP-450SEU Universal ABA track 2 (MS) 


IRP-450SEU Univ. ABA track 2 w/ P/S (MS) 


PCSC ECLIPSE RX2 2-DOOR SYSTEM, INCLUDES 1 READER, 


Pin Pad 


RX2-270NUL Pin Pad, with power supply 


BP-270 Additional Pin Pad for RX2-270 


ProTech 


| RX2-370 Protech w/ power supply_ 


BR-370 Additional Reader for RX2-370 


Mag Stripe 


|RX2-470 MagStripe w/power supply_ 


BR-470 Additional Reader for RX2-470 


RX2-470U Universal Mag Stripe w/ p.s. 


BR-470Additional Reader for RX2-470 


Wiegand Swipe_ 


|RX2-200NUL Wiegand w/Power supply_ 


IBR-200 Additional Wiegand Swipe Rdr. 


Hughes Proximity 


| RX2-233NUL Hughes MiniProx w/ prw supply_ 


PR-233 Additional Reader for RX2-233 


RX2-234NUL Mid Range ProxPro w/ p.s. 


PR-234 Additional Reader for RX2-234 


Radio Frequency_ 


| RX2-670NUL Remote Vehicle w/ pwr supply_ 


Additional Reader for RX2-670 


Bar Code 


RX2-700NUL Bar Co 





$ 

CO 

$ 

CD 

$ 

00 

$ 

CO 



$ 791 


$ 1,122 


$ 811 


$ 1,142 


$ 811 


$ 1,142 


OEM ENCLOSURE 
































































































































NYS OGS Procurement Services 


Group 38221 - Alarm & Signal Systems 


Award - C-4476-G 



Contract - PC56295 

HONEYWELL UNIT PRICING 



Part 




No. 

Description 

NYS PRICE 

499 

Additional Reader for RX2-700 

$ 

437 | 


CABLES 


443 

PCLPM2CB PC to MicroLPM, RS-232 

$ 

96 

444E 

PCLPM4CB PC to MicroLPM, RS-485 

$ 

96 

445E 

LPMSERPNT MicroLPM to ser. Printer 

$ 

100 

446E 

PCEXTADM PC to Auto Dial Modem 

$ 

96 


MICRO COMPUTER 


417 

XLWINSYS LiNC-NET PC & S/W 

$ 

6,060 | 


LINC NET SOFTWARE & MODEMS 


438 

XSMCODE LiNC-NET Site Code Only 

$ 

301 

447 

XSM LiNC-NET Configurator 

$ 

791 

448E 

SOFTINST Software Loading Fee 

$ 

1,002 

449 

Remote MicroLPM Auto-Dial External Modem 

$ 

481 

450 

33INTMOD 33.6 PBPS Internal Modem 

$ 

421 

451 

33EXTMOD 33.6 KBPS External Modem 

$ 

461 

452 

RSCB110 RS232/485 Converter Box 

$ 

681 

453 

CCWINMH Carbon Copy WIN Host 33.6KBPS 

$ 

621 

454 

CCWINMG Carbon Copy WIN Guest 33.6KBPS 

$ 

621 


PRINTERS 


460 

PTR-80 Serial 80 Column Printer 

$ 

1,202 

461 

PTR-90 Serial 80 Column Printer 

$ 

597 

462 

PTR-80 Parallel 80 Column Printer 

$ 

1,202 

463 

PTR-90 Parallel 80 Column Printer 

$ 

597 

464 

PTR-132 132 Column Printer 

$ 

1,499 

465 

PTR-80-C 80 Column Color Printer 

$ 

1,683 

466 

PTR-132-C 132 Col. Color Printer 

$ 

1,883 


POWER SUPPLIES 


467 

PWR-50 12/24vdc 2.5A w/charger 

$ 

331 

468 

PWR-100 12/24vdc 4 A w/Charger 

$ 

491 

469 

PWR-200 12/24vdc 10 A w/Charger 

$ 

781 

470 

AlarmSAF 12vdc 5 A w/batt (two) 

$ 

676 

471 

AlarmSAF 1 -12 & 1 -24vdc 5 A w/batt 

$ 

706 

472 

AL 400ULX 4 Amp Ultrax power supply 

$ 

303 

473 

PWR-150 12/24 VDC 6 amp W/Charger 

$ 

591 


CCTV EQUIPMENT 



CAMERA LENSES 



Computer 


245 

Computer 1/2" 8-48mm Zoom Lens 

$ 

643 

246 

Computer 1/2" 3.8mm Auto Iris 

$ 

278 

247 

Computer 1/2" 6mm Auto Iris 

$ 

274 

248 

Computer 1/2" 8mm Auto Iris 

$ 

262 

249 

Computer 1/2" 4.5-10mm Variable 

$ 

210 

250 

Computer 1/3" 3.5-8mm Variable 

$ 

220 

251 

Computer 1/2' 4.5-10mm Variable 

$ 

116 


Panasonic 


767 

WV-LA12A Lens, 1/2", 12mm Auto Iris 

$ 

301 

768 

WV-LA12B2 Lens, 1/2", B/W onlyl 8mm A/1 

$ 

150 

769 

WV-LA4R5C3A Lens, 1/3" 4.5mm Auto Iris 

$ 

170 

770 

WV-LA9C3A Lens, 1/3" 9mm Auto Iris 

$ 

150 

771 

WV-LV61/10, Lens 1/3" Zoom 6-60mm A/I 

$ 

902 


Burle/ Phillips 


777 

TC9702 CS Lens, 1/3" 2.5mm Manual Iris 

$ 

160 

778 

TC9704 CS Lens, 1/3" 4mm Manual Iris 

$ 

110 

779 

TC9706 CS Lens, 1/2" 6mm Manual Iris 

$ 

110 

780 

TC9708 CS Lens, 1/3" 8mm Manual Iris 

$ 

90 

781 

TC9902 CS Lens 1/3" 2.8mm Direct Drive 

$ 

210 

782 

TC9904 CS Lens 1/3" 4mm Direct Drive 

$ 

130 

783 

TC9908 CS Lens 1/3" 8mm Direct Drive 

$ 

110 

784 

TC9903A CS Lens 1/2" 3.7mm Auto Iris 

$ 

311 

785 

TC9906A CS Lens l/fffi^i^f^FiSywrin.xIs_ 

$ 

190 
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NYS OGS Procurement Services 


Group 38221 - Alarm & Signal Systems 


Award - C-4476-G 


Contract - PC56295 

HONEYWELL UNIT PRICING 

Part 

No. Description 

786 ITC9935 CS Lens, 1/3" 3.5-8mm Direct Drive 

NYS PRICE 

$ 220 1 


VCL-P28MCS CSMnt. 1/3" 2.8mm Manual 


VCL-P4MCS CSMnt. 1/3" 4.0mm Manual Lens 


VCL-P8MCS CS Mnt. 1/3" 8.0mm Manual Lens 


VCL-S03XM C Mnt. 1/2" Manual 3.6mm Lens 


VCL-S06XM C Mnt. 1/2" Manual 6.0mm Lens 


VCL-S12XM C Mnt. 1/2" Manual 12mm Lens 


VCL-P28A1CS 1/3" 2.8mm Auto Iris 


VCL-P4A1CS 1/3" 4.0mm Auto Iris 


VCL-P8A1CS 1/3" 8.0mm Auto Iris 


VCL-S03XEA 1/2" 3.6mm Auto Iris 


VCL-S06XEA 1/2" 6.0mm Auto Iris 


VCL-S12XEA 1/2" 12.0mm Auto Iris 


Javelin 


JN-VM0412 1/3" 4mm CS Mnt. Man Iris 


JN-VDD35V814 1/3" 3.5-8mm, DC PAN 


JN-VM35V814 1/3" 8mm CS Mnt Man Iris 


JN-VM0812 1/3" 8mm CS Mnt Man Iris 


JN-VDD0812P 1/3" 8m CS Mnt DC PANA CNTR 


JN-VDD0412P 1/3" 4mm CS Mnt DC PANA 


CCTV EQUIPMENT (Continued) 


CAMERAS JAVELIN 


JE7942 Camera 1/3" EIA B/W BLC 


JE8242 Camera 1/3" EIA B/W BLC 


PROVU-BW Camera 1/3" CCD EIA 24vac 


JN-JE8142 Camera 1/3" EIA HI Res B/W 


JE4042 Color Camera 1/3" 24v 


JE4142A Color Camera 1/3" Hi Res 24V 


JE3942A Color Camera 1/2" CCD 


PROVU-C Color Camera 1/3" CCD 24vac EIA 


DSP Smart Camera (Javelin) 


JN-JE4342DSP 1/3" DSP Color 480TVL 


Camera Accessories (Javelin) 


JN-PS1824 Xfrmr 120vac/24v 


JN-JE12PP P/S 12vdc500ma 117 


CAMERAS SONY 


SONY SPT-M104A/1 No Lens 1/3" 


SONY SPT-M 314 1/3" No Lens 


SONY SSC-254 1/2" No Lens 


SONY SSC-374 1/2" No Lens 


SONY SSC-C104 1/3 Color Camera No Lens 


SONY SSC-DC14 1/3 Color Camera No Lens 


CAMERAS BURLE 


Burle TC372 1/3" Color ccd no lens 


Burle TC372-4 1/3 Color W/4 mm DD Lens 


Burle TC372-8 1/3 Color w/ 8mm DD Lens 


Burle TC552A 1/3" B&W ccd no lens 


Burle TC552A-4 1/3"W/4mm DD Lens 


Burle TC552A-8 1/3"W/8mm DD Lens 


Burle TC652B 1/2 B&W no lens 


Burle TC652B-6 1/2" w/ 6mm A/I Lens 


Burle TC652B-12 1/2"w/12mm A/I Lens 


Burle TC592 1/3" B&W No Lens 


Burle TC592-4 1/3" w/4mm DD Lens 


Burle TC592-8 1/3" w/8mm DD Lens 


Burle TC952 1/3" No Lens 


Burle TC952-3 1/3" 3.6mm Fixed Iris Lens 


Burle TC952-7 1/3" 8mm Fixed Iris Lens 
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NYS OGS Procurement Services _ 

Group 38221 - Alarm & Signal Systems 

Award - C-4476-G _ 

Contract - PC56295 


HONEYWELL UNIT PRICING 


Description 

CAMERAS PANASONIC 

WV-BL90A B/W Camera 1/2" CCD 420 TVL 

WV-BP120 B/W Camera 1/3" CCD, 120 vac 


WV-BP124 B/W Camera 1/3" CCD. 24 vac 


WV-BP310 B/W Camera 1/3" CCD, 120 vac 


WV-BP314 B/W Camera 1/3" CCD, 24 vac 


WV-CL35x Color Camera 1/2" CCD 430 TVL 


WV-CP22x Color Camera 1/2" CCD 330 TVL 


CCTV EQUIPMENT (Continued) 


CAMERA KITS (Javelin) 


JN-PQDKT4 JQ603, 4 PROVUBW & PS1824 


JN-QUADKT4 JQ603, 4 JE7942 4 PS1824 


JN-PSWKT4 JS2104LA, 4 PROVUBW, 4 PS1824 


JN-PSWKT8 JS2108LA, 4 PROVUBW, 4 PS1824 


JN-PEZKT8 JMMD16 MUX W/8 PROVUBW 


JN-PEZKT16 JMMD16 MUX W/16 PROVUBW 


JN-PQKKT8 JMMD16 MUX W/8 PROVUC 


JN-PQKKT16 JMMD16 MUX W/16 PROVUC 


JN-QUIKPK8 JMCD16MUXW/8 JE4142A 


JN-QUIKPK16 JMCD16W/16JE4142A 


OBSERVATION SYSTEMS (Javelin) 


JN-FAMY1200 B/W Observation System 


| JN-FAMY4000Q B/W Quad Observation Sys 


OBSERVATION SYSTEMS OPTIONS (Javelin) 


JN-FAMCB10 60' Cable FAMY1200 


JN-FAMCB20 100' Cable FAMY 1200 


JN-FAMCB30 300'Cable FAMY 1200 


| JN-FAMCP40 Coupler, Cable to Cable_ 


JN-FAMVC60 6'Cable FAMY 1200 VCR 


JN-FAMSC50 Cable Sensor FAMY 1200 


JN-FAMLS80 8mm Lens 


JN-FAMCC500 Kit, Camera w/ 60' Cable 


CAMERA ENCLOSURES (PELCO) 


EH3512 Environmental Flousing 


EH3512-2 W/24v Htr & Blower 


| EFI4018 Med Duty Indoor Alum Flousing_ 


| EH3508 Environmental Flousing_ 


EH4718 Environmental Flousing 


EH4718-2 w/ Htr & Blower 


|EM1450 Light Duty Wall Mnt_ 


ISS4718 Sun Shld for 4718 Flousing_ 


WD47-1 Defoger for 4718 


TI47 Insulation for 4718 


SB2800 Indoor 20" Dome w/Pan-Tilt 


SS2000 Indoor 14" Dome w/Pan-Tilt 


ED2520 14" Outside w/Pan-Tilt & Htr-BIwr 


ED2820 20" Outside w/Pan-Tilt & Htr-BIwr 


PAN/TILT DRIVES (PELCO) 


PT280-24P Indoor Mini Drive 


PT280-24SL w/ Cont. Pan 


PT680-24P Outdoor Pan & Tilt Drive 


PT680-24SL Outdoor Continuous P & T 


MOUNTS FOR CAMERAS ONLY (PELCO) 


CM1700 Wall or Ceiling Mnt 


EH1000 Drop Ceiling Camera Mount 


|MM22 Ceiling/Pedestal Mnt_ 


EH1003 Mnt for EH1000 


CCTV EQUIPMENT (Continued) 


MOUNT FOR CAMERAS W/HOUSING 


NYS PRICE 



m 

m 

m 

m 


1,387 


1,968 


947 


1,267 


4,633 


5,555 


5,773 


8,856 


9,935 


14,544 














































































































































NYS OGS Procurement Services 


Group 38221 - Alarm & Signal Systems 


Award - C-4476-G 



Contract - PC56295 

HONEYWELL UNIT PRICING 



Part 




No. 

Description 

NYS PRICE 

310 

PM2000 Ceiling /Pedestal-Pan/Tilt 

$ 

96 

31 IE 

WM2000 Wall Mnt fpr Pan/Tilt 

$ 

90 

312E 

AH2000 Manually Adj P & T Head 

$ 

48 

313E 

CM100 Corner Mnt for WM2000 

$ 

64 

314E 

PA102 Pole Mnt Adapt, for WM2002 

$ 

74 


VIDEO SIGNAL EQUIPMENT (PELCO) 


JA1500D Video Amp 


| JSA1 PORK Rack Mnt Kit for Amp_ 


IJA1500DA Dist.Amp (4 Monitors)_ 


|RB24 Relay Box 24vac 


SWITCHERS (JAVELIN) 


|JN-JS2104LA 4 Pos. Switcher, Loop/Alarm 


|JN-JS2108LA 8 Pos. Switcher, Loop/Alarm 


| JN-JS21OORK Rack for switchers (2100) 


SWITCHERS (PELCO) 


MS504DT Switcher 4 Cameras 


MS508DT Switcher 8 Cameras 


MS504LDT Switcher 4 Cameras 


MS508LDT Switcher 8 Cameras 


RKS10-20 Rack Mnt for Switchers 


DIGIQUAD MULTIPLEXER (GYYR) 


DQ44 DigiQuad 4 Cameras 


DQ88 DigiQuad 8 Cameras 


|DQ44C DigiQuad Color 4 Cameras_ 


|DQ88C DigiQuad Color 8 Cameras_ 


VIDEO QUAD SPLITTER (Javelin) 


JQ603 B/W Quad Splitter 


|JQ603RK Rack Mounting Kit_ 


|JRM04 Rack Mount Kit, Single_ 


VIDEO MULTIPLEXERS (Javelin) 


JMMD16 B/W 16 Multiplexer 


IJMCD10 Color 10 Multiplexer_ 


|JMCD16 Color 16 Multiplexer_ 


JMMS-8 Simplex 8 Multiplexer 


IRKT1016 Remote Keyboard 


Rack Kits for Multiplexers (Javelin)_ 


JMR1 Rack Mount for JMCD10 


JMR2 Rack Mount for JMCD16 


DIGISCAN DUPLEX MULTIPLEXERS (GYYR) 


|DSP9 9 Channel Monochrome Duplex Mlpxer 


|DSP9C 9 Channel Color Duplex Multiplexer 


DSP16 16 Chnl Monochrome Duplex Mlplxer 


ICSP16C 16 Chnl Color Duplex Multiplexer 


CCTV EQUIPMENT (Continued) 


PAN TILT CONTROLS (PELCO) 


MLZ6DT Zoom Control 1 Camera 


MPT24DT Joy Stick Cntrl 1 Camera 


|MPTA24DT Joy Stk Cntrl Auto Scan_ 


|PT506-24DT Pan/TIt Zoom up to 6 Cameras 


PT506-24A Auto Scan PT506-24DT 


MONITORS (JAVELIN) 


BWM9B 9" B&W Monitor 


BWM12B 12" B&W Monitor 


BWM17B 17" B&W Monitor 


CVM9A 9" Color Monitor 


CVM14A 14" Color Monitor 


CM1900B 19" Color Monitor 


Monitor Rack Mounts (Javelin) 


JMRM01 Rack for one BWM9H 


JMRM02 Rack for two 


BSBIH 


$ 

85 

$ 

85 













































































































































NYS OGS Procurement Services 


Group 38221 - Alarm & Signal Systems 


Award - C-4476-G 



Contract - PC56295 

Part 

No. 

348 

HONEYWELL UNIT PRICING 

Description 

JMRM05 Rack for one BWM12AH 

NYS PRICE 

$ 110 

349 

JMRM07 Rack for one BWM17H 

$ 164 

350 

JMRM03 Rack for one CVM9H 

$ 135 

351 

JMRM04 Rack for two CVM9H 

$ 173 



JMRM06 Rack for one CVM14H 


MONITORS (SONY) 


SSM-930 9" Sony B&W Monitor 


SSM-121 12" Sony B&W Monitor_ 


SSM-175 17" Sony B&W Monitor_ 


SSM-14N1U 14" Sony Color Monitor 


SSM-20N1U 20" Sony Color Monitor 


MONITORS (BURLE) 


Burle LTC2009/61 9" Monochrome Monitor 


Burle TC44805T 12" B&W Monitor W/ Audio 


Burle LTC2017/60 17"Monochrome Monitor 


TC210A 9" Color Monitor 


TC215 14" Hi Resolution Color Monitor 


TC213A 13" Color Monitor 


PA7020C 20" Hi Resolution Color Mon 


MONITORS (PANASONIC) 


WV-BM990C 9" Black & White Monitor 


MONITOR MOUNTS (PELCO) 


MM3000 Ceiling Mnt for 9&12" Mon 


MR3000 Ceiling Mnt for 9&14" Mon_ 


MM1000 Wall Mnt for 9&12" Monitors 


MR4050 Wall/Ceiling 15-31" Mon 


CCTV EQUIPMENT (Continued) 



VIDEO RECORDERS (SONY) 


SVT-5050 VCR 960 Hrs, Time & Date 


VIDEO RECORDERS (GYYR) 


TLC2196HD VCR 96 hrs, 24 hrs near real time 


TLC2100-232 VCR 960 hrs 


TLC2100-52 960 Hrs. w/Time/Date 


TLC2100-S16MP 960 Hrs w/16 video inputs 


TLC2100SHD-S16 960 Hrs w/16 video inputs 


TLC2100 960 Hrs, 24 Hrs Audio 


TLC2100-SHD 960 Hrs, 24 Hrs Audio 




VIDEO RECORDER ACCESSORIES 


Video Tape one only_ 


VCRLB Lock Box for Recorder 


RM21 Rack forTLC2100 


VICON SELECTED PRODUCTS 


SURVEYOR MINI DOME SYSTEMS 


V7UVS-MSD Indoor B&W Dome System 


V7UVS-CSD IndoorColor Dome System 


PAN AND TILT 


V3030APT Indoor Pan & Tilt 7.5 lb Load 


V330APT Outdoor Pan & Tilt 351b Load 


DOMES 


V7UFD Fixed Dome 


V7UFR Metal Shroud in Ceiling Fire Resistant 


V8FCD 8" Fixed Dome w/ Mounting Kit 


V15GHS-L 15" Fixed Speed w/autopan 


CAMERAS 


VC2150-24 1/3" B&W Camera No Lens 


VC2430-24 1/3" B&W Camera No Lens 


VC2940-24 1/3' Color Camera No Lens 


VC2860-24 1/3' Hi Re 













































































































































NYS OGS Procurement Services _ 

Group 38221 - Alarm & Signal Systems 

Award - C-4476-G _ 

Contract - PC56295 


HONEYWELL UNIT PRICING 


Description 

I 


MONITORS 


VM5093 9" B&W Hi Resolution Monitor 


VM5123 12' B&W Hi Resolution Monitor 


VM5153 15" B&W Hi Resolution Monitor 


VM6092 9" Color Mon. 280 lines resolution 


VM615 15" Color Mon. 600 lines resolution 


VM621 21" Color Mon.520 lines resolution 


| VI54S-B-1 Video Switcher 4 inputs_ 


IV158S-B Video Switcher 8 Inputs 


CCTV EQUIPMENT (Continued) 


VICON SELECTED PRODUCTS (Continued) 


CAMERA MOUNTS 


V8606H-XD In Ceiling Housing 


V8612H-CP Ceiling Panel for V8606 


|V4.5H-12-1 Indoor/outdoor housing_ 


|V8315HL-HS-24 Housing w/ sunshield & Htr 


V82AWM Wall Mount 201b Load 9" Long 


V114WM Wall Mount 201b Load 14" Long 


| V2000WM Wall Mnt. 351b Load 20" Long 


|V1600WM Wall Mnt. 401b Load 16" Long_ 


V800ACM Ceiling Mnt. 7.51b Load 6" Long 


| VI0UM Ceiling Mnt. 201b Load Chrome 11" Lg 


CELLULAR BACKUP SYSTEMS 


TELULAR/ADCOR 


KS-3 Motorola Cellular Handset 


MBR-1250 Battery 12v, 7.0 AH 


APC-31S Attack Resist. H/D Enclo 


|T-1610M Telguard Economy model_ 


T-1630M Telguard, downloading, UL Grade A 


T-1630MA UL Grade A w/attack resistant cab. 


|T-1110M Telguard w/priority phone_ 


|T-1210M Telguard w/cellular switch_ 


T-3100UL Telguard + CelSwitch UL Grade A 


MMA-35M 35' reg. ant. 


|MMA-50M 50'reg. antenna_ 


|HGA-35M 35'Hi gain ant._ 


IHGA-50M 50'Hi gain ant. 


NYS PRICE 


TMR-1650 transformer 



DBA-10 Attenuator for T-3100 


BMR-1250 12v 7amp hr battery 


LONG RANGE RADIO TRANSMISSION 


Ademco AlarmNet / SafetNet 


7820/7720V2 AlarmNet signaling Module 


7720ULF AlarmNet Signaling & FA Cntrl Unit 


7920SE AlarmNet Signaling Mod. UL AA_ 


7830R SafetyNet Signaling Mod. ULAA_ 


XLS 100 EQUIPMENT 


Panel & Control Equipment_ 


2-12R4Y LED Annun. Mod.-12 Red, 4 Yellow 


2-16G LED Annunciation Module -16 Green 


2-16R LED Annunciation Module - 16 Red 


2-16R8S LED & Switch Annunciation Module 


2-16Y LED Annunciation Module - 16 Yellow 


2-16Y8S LED & Switch Annunciation Module 


2-8RY LED Annunciation Mod.-8 Red, 8 Yellow 


2-8RYS LED & Switc 
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NYS OGS Procurement Services 


Group 38221 - Alarm & Signal Systems 


Award - C-4476-G 



Contract - PC56295 

HONEYWELL UNIT PRICING 



Part 




No. 

Description 

NYS PRICE 

1061E 

291B Detector, Heat, FT Rating 135 Deg F 

$ 

23 

1062E 

292B Heat Detector, FT Rating 194 Deg F 

$ 

23 

1063E 

293B Heat Detector, FT Rating 135 Deg F 

$ 

23 

1064E 

294B Heat Detector, FT Rating 194 Deg F 

$ 

23 

1065 

2-AAC Audio Controller 

$ 

703 

1066 

2-CPU Annunciator CPU 

$ 

872 

1067 

2-CTM City Tie Module 

$ 

131 

1068E 

2-DFK S/F Trim Kit-Gray (for 2-WB7 Boxes) 

$ 

58 

1069E 

2-DFKR S/FI Trim Kit-Red (for 2-WB7R Boxes) 

$ 

58 

1070 

2-DLM Data Line Monitor - Class A 

$ 

469 

1071 

2-LCD LCD Control and Display Module 

$ 

349 

1072E 

2-LFK S/F/ Trim Kit-Gray (for 2-WB3 Boxes) 

$ 

49 

1073E 

2-LFKR S/F Trim Kit-Red (for 2-WB3R Boxes) 

$ 

49 

1074 

2-MIC Master Paging Microphone 

$ 

469 

1075 

2-PPS 4.5 Amp Power Supply 

$ 

552 

1076 

2-PPS/6A 6.4 Amp Power Supply 

$ 

740 

1077 

2-SMK Smoke Power Convertor Module 

$ 

178 

1078 

2-TEL Fire Fighters Master Telephone 

$ 

375 

1079E 

XLS-WB Semi-Flush Wall Box - Gray 

$ 

178 

1080E 

XLS-WB3 Surface Wall Box - Gray 

$ 

231 

1081E 

XLS-WB3R Surface Wall Box - Red 

$ 

231 

1082E 

XLS-WB7 Surface Wall Box - Gray 

$ 

375 

1083E 

XLS-WB7R Surface Wall Box - Red 

$ 

375 

1084E 

XLS-WBR Semi-Flush Wall Box -Red 

$ 

178 

1085E 

XLS-WBS Surface Mount Wall Box - Gray 

$ 

178 

1086E 

XLS-WBSR Surface Mount Wall Box -Red 

$ 

178 

1087 

CAB2 Complete Cabinet,2 Position, Surface 

$ 

230 

1088 

CDR-3 Coder - PSNI 

$ 

434 

1089 

DL2 Dual Dialer Module (XLS100) 

$ 

201 

1090 

IOP-3 Isolated RS232 Board 

$ 

545 

1091 

MTM-1 Coder Printer System 

$ 

191 

1092 

RACCR Remote Audio Closet Cab. box - Red 

$ 

101 

1093 

RPM Reverse Polarity Module 

$ 

263 

1094 

XLS-LCX Signature Data Circuit Expander 

$ 

1,022 

1095 

XLS-MCD Main CPU and Display 

$ 

902 

1096 

XLS-MCMN Network Main Controller Module 

$ 

1,978 

1097E 

XLS-RACCDR Outer Door for RACCR wallbox 

$ 

45 

1098 

XLS-WB3D Inner & Outer Doors for 2-WB 

$ 

154 

1099E 

XLS-WB3D/DF Red Dr for 2-WB3R w/o window 

$ 

113 

1100E 

XLS-WB3DR Inner & Outer Drs for 2-WBR, Red 

$ 

154 

1101E 

XLS-WB7D Inner & Outer Doors for 2-WB7 

$ 

249 



XLS 100 EQUIPMENT (Continued) 


Panel & Control Equipment (Continued) 


XLS-WB7DR Inner & Outer Drs for 2-WB7, Red 


XLS-WBD Inner & Outer Doors for 2-WB 


XLS-WBDR Inner & Outer Drs for 2-WB (Red) 


XLS-WBDS Inner & Outer Doors for 2-WBS 


XLS-WBDSR Inner & Outer Drs for 2-WBSR (R) 


Annunciators 


10ANN/B Ten Position Semi-flush Wallbox 


10ANN/B-S Ten Position Surface Wallbox 


2-SANCOM Common Strip_ 


2-SMDN Standalone 4-line LCD Annunciator 


2-SMDN-C Standalone 4-line LCD Ann. w/Cntrl 


6ANN/B Six Position Semi-flush Wallbox 


6ANN/B-S Six Position Surface Wallbox 


LSRA-232 Print/Prog. Port for LSRA/LSRA-C 


LSRA-PROG Removable Programming Port 


LSRA-RK Remote Enable/Disable Keyswitch 


XLS100-3ANN/D Thr 



































































































































































NYS OGS Procurement Services 


Group 38221 - Alarm & Signal Systems 


Award - C-4476-G 



Contract - PC56295 

HONEYWELL UNIT PRICING 



Part 




No. 

Description 

NYS PRICE 

1126 

XLS100-6ANN Six Position Base Annunciator 

$ 

678 

1127 

XLS100-6ANN/D Six Pos. Ann. Cabinet Dr 

$ 

82 

1128 

XLS-LSRA Life Safety Remote Annunciator 

$ 

638 

1129 

XLS-LSRA Remote Annun for Network Sys 

$ 

638 

1130 

XLS-LSRA-C Life Safety Remote Ann W/ Common 

$ 

773 

1131 

XLS-LSRA-C Remote Ann. for Network Sys 

$ 

773 


Power Supplies / Boosters 


1132 

XLS-BPS P/S, Booster-120VAC/Monitor Mod. 

$ 

383 

1133 

XLS-BPS-220 P/S, Booster-220vac/Mon. Mod. 

$ 

443 

1134 

SIGA-APS 6.4 Amp Auxiliary Power Supply 

$ 

639 

1135 

APS4B Power Supply with Battery Charger 

$ 

544 

1136 

APS8B Auxiliary PS with Battery Charger 

$ 

544 

1137 

BPAC Module, Base Pnl Class A Converter 

$ 

64 

1138 

BPSIM Booster PS Interface Mod (Class B) 

$ 

32 

1139 

BPSIMA Booster PS Interface Mod (Class A) 

$ 

42 


Batteries 

1 

1140 

12V10A Battery, 12V, 10AH 

$ 

87 

1141 

12V17A Battery, 12V, 17AH 

$ 

92 

1142 

12V4A 2V24A Battery, 12V, 24AH 

$ 

155 

1143 

12V40A Battery, 12V, 40AH 

$ 

198 

1144 

12V4A Battery, 12V, @4.0 AH 

$ 

46 

1145 

12V4A5 Battery, 12V, @4.5 AH 

$ 

48 

1146 

12V6A5 Battery, 12V, @6.5 AH 

$ 

61 

1147 

6V8A Battery, 6V @8 AH 

$ 

39 


Doorholders 


1148 

1501-AQ Doorholder, Single, Floor Mount 

$ 

91 

1149 

1501BZ-AQ Doorholder, Single, Floor Mount 

$ 

91 

1150 

1501BZ-N5 Doorholder, Single, Floor Mount 

$ 

91 

1151 

1501-N5 Doorholder, Single, Floor Mount 

$ 

91 

1152 

1502-AQ Doorholder, Single, Floor Mount 

$ 

141 

1153 

1502BZ-AQ Doorholder, Single, Floor Mount 

$ 

141 

1154 

1502BZ-N5 Doorholder, Single, Floor Mount 

$ 

141 

1155 

1502-N5 Doorholder, Single, Floor Mount 

$ 

141 


XLS 100 EQUIPMENT (Continued) 



Doorholders (Continued) 


1156 

1504-AQ Doorholder, Flush, Wall Mount 

$ 

64 

1157 

1504BZ-AQ Doorholder, Flush, Wall Mount 

$ 

64 

1158 

1504BZ-N5 Doorholder, Flush, Wall Mount 

$ 

64 

1159 

1504-N5 Doorholder, Flush, Wall Mount 

$ 

64 

1160 

1505-AQ Doorholder, Flush, Wall Mount 

$ 

64 

1161 

1505BZ-AQ Doorholder, Flush, Wall Mount 

$ 

64 

1162 

1505-N5 Doorholder, Flush, Wall Mount 

$ 

64 

1163 

1508-AQ Doorholder, Surface, Wall Mount 

$ 

68 

1164 

1508BZ-AQ Doorholder, Surface, Wall Mount 

$ 

68 

1165 

1508BZ-N5 Doorholder, Surface, Wall Mount 

$ 

68 

1166 

1508-N5 Doorholder, Surface, Wall Mount 

$ 

68 

1167 

1509-AQ Doorholder, Completely Flush 

$ 

72 

1168 

1509BZ-AQ Doorholder, Completely Flush 

$ 

72 

1169 

1509BZ-N5 Doorholder, Completely Flush 

$ 

72 

1170 

1509-N5 Doorholder, Completely Flush 

$ 

72 


SAN I/O Components 


1172 

SIN-16 Sixteen Input Unit 

$ 

338 

1173 

SIN-16-C Sixteen Input Unit 

$ 

323 

1174 

SRU-8 8-Relay Unit 

$ 

329 

1175 

SWU-8 8-Switch Unit 

$ 

281 

1176 

SWU-8/3 8-Switch Unit 

$ 

281 

1177 

SAN-MIC Paging Microphone 

$ 

323 

1178 

SAN-MICII Paging Microphone with Pre-amp 

$ 

450 

1179 

XLS-RSAN-6 Annunciator Rack - Gray 

$ 

127 

1180 

XLS-RSAN-6R AnnungfeBffltyHBfiflywril).xls_ 

$ 

127 
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NYS OGS Procurement Services 


Group 38221 - Alarm & Signal Systems 


Award - C-4476-G 



Contract - PC56295 

HONEYWELL UNIT PRICING 



Part 




No. 

Description 

NYS PRICE 

1181 

XLS-SAN-4 Ann. Cabinet, holds 4 modules - Gr 

$ 

127 

1182 

XLS-SAN-4R Ann. Cab., holds 4 modules- Red 

$ 

127 

1183 

XLS-SAN-8 Ann Cabinet, holds 8 modules-Gry 

$ 

244 

1184 

XLS-SAN-8R Ann. Cab., holds 8 modules-Red 

$ 

244 

1185 

SAN-4 Annunciator Cabinet 

$ 

122 

1186 

SAN-CPU CPU & Power Card 

$ 

211 

1187 

SDR-32 Thirty-two Open/Collector Outputs 

$ 

338 

1188 

SDR-32C Thirty-two Open/Collector Outputs 

$ 

323 

1189 

SDR-32K Thirty-two Open/Collector Outputs 

$ 

338 

1190 

SDR-32K-C Thirty-two Open/Collector Outputs 

$ 

323 

1191E 

SHO-4 Four HOA Switch Unit 

$ 

323 

1192 

SLU-16R Sixteen LED - RED 

$ 

263 

1193 

SLU-16Y Sixteen LED-YELLOW 

$ 

263 

1194 

C-LED Custom LED Option 

$ 

5 


Non-lntelligent Pull Stations 


270A-DPO FA Station, D. P., 6' Wire Leads 


270A-SPO Pull Station, S. P., 6' Wire Leads 


270-DPO FA Station, Double Pole, Terminals 


270-GLR Glass Rod Replacements (20 per box) 


1270-SPQ FA Station, Single Pole, Terminals 


1271 -KG 1 Replace Glass / English Label, 5 / pk 


276B-1110 FA Station, S. P., Tool Reset 


276B-1120 FA Station, S. P., Key Reset 


276B-1310 FA Station, D. P., Tool Reset 


XLS 100 EQUIPMENT (Continued) 


Non-lntelligent Pull Stations (Continued) 


276B-1320 FA Station, D. P., Key Reset 


|276B-1410 FA Station, D. P., 1 Open 1 Closed 


|276B-1420 FA Station, D. P., 1 Open 1 Closed 


276B-2110 FA Station, Presignal, Single Pole 


276B-2120 FA Station, Presignal, Single Pole 


|276B-2310 FA Station, Presignal, Double Pole 


276B-RSB Surface Back Box - Red, Steel 


276-GLR Rods, Replacement Glass 


277B-1110 FA Station, S. P., Tool Reset 


1277B-1120 FA Station, S. P., Key Reset_ 


|277B-1320..FA Station, D. P., Key Reset_ 


278B-1110..FA Station, S. P., Tool Reset 


278B-1120 FA Station, S. P., Key Reset 


278B-1210 FA Station, S. P., Tool Reset 


|278B-1320 FA Station, D. P., Key Reset_ 


278B-1410 FA Station, D. P., 1 Open 1 Closed 


278B-1420 FA Station, D. P., 1 Open 1 Closed 


|278B-2110 FA Station, Presignal, Single Pole 


|278B-2120 FA Station, Predignal, Single Pole 


278B-2310 FA Station, Presignal, Double Pole 


278B-2320 FA Station, Presignal, Double Pole 


|279B-1110 FA Station, Presignal, Double Pole 


|279B-1120 FA Station, Single Pole, Key Reset 


279B-1310 FA Station, D. P., Tool Reset 


279B-1320 FA Station, D. P., Key Reset 


|XAL53 Explosion Proof Manual Station_ 


Non-lntelligent Heat Detectors_ 


280A-PL Plate, Reversible Plastic Mnt-for280 


281B Detector, Heat, FT Rating 135 Deg F 


1281BL Detector, Heat, FT Rating 135 Deg F 


1281B-PL Detector, Heat, FT Rating 135 Deg F 


282B Heat Detector, FT Rating 194 Deg F 


282BL Heat Detector, FT Rating 194 Deg F 


282B-PL Heat Detect 
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HONEYWELL UNIT PRICING 



Part 




No. 

Description 

NYS PRICE 

1237E 

283B Heat Detector, FT Rating 135 Deg F 

$ 

10 

1238E 

283BL Heat Detector, FT Rating 135 Deg F 

$ 

12 

1239E 

283B-PL Heat Detector, FT Rating 194 Deg F 

$ 

10 

1240E 

284B Heat Detector, FT Rating 194 Deg F 

$ 

10 

1241E 

284BL Heat Detector, FT Rating 194 Deg F 

$ 

12 

1242E 

284B-PL Heat Detector, FT Rating 194 Deg F 

$ 

10 

1243E 

622 Heat Det 200 Deg Fixed Temp / RR 

$ 

32 

1244E 

623 Heat Detector 135 Deg Fixed Temp 

$ 

32 

1245E 

624 Heat Detector 200 Deg Fixed Temp 

$ 

32 



Non-lntelligent Smoke Detectors 


6249B Detector, Smoke - Area, Ionization 


6249B-001 Base, W/ Wire Leads-for 2 Wire Crkts 


6250B Detector, Smoke - Area, Ionization 


6251B-001A Base, Standard Detector 


|6251 B-003 Base, Relay Detector_ 


XLS 100 EQUIPMENT (Continued) 


Non-lntelligent Smoke Detectors (Continued) 


6252 Trim Ring, Surface 


6253 Skirt 


|6260A-100 Duct Smoke / Sensor Housing_ 


6261-001 Tube, Air Sampling - 8" Long 


6261-002 Tube, Air Sampling - 24" Long 


16261-006 Tube, Air Sampling - 78" Long_ 


16261-010 Tube, Air Sampling -120" Long_ 


6262A-001 Remote LED/Test Station 


6264B-001 Detector, Ionization Duct 


6266B-001 Detector, Photoelectric Duct 


6269B Detector, Smoke - Area, Photoelectric 


6269B-003 Detector, Comb. Smoke/Heat 


6270B Detector, Smoke - Area, Photoelectric 


6270B-003 Detector, Combination Smoke/Ht 


Intelligent Signiture Devices_ 


SIGA-AB4 Audible Sounder Base 


SIGA-CC1 Module, one Source - Use with XLS 


SIGA-CC2 Module, Dual Source-Use with XLS 


|SIGA-CR Module, Cntrl Relay - Use with XLS 


SIGA-CRR Polarity Reversal Relay Module 


SIGA-CT1 Module, One Input - Use with XLS 


|SIGA-CT2 Module, Dual Input-Use with XLS_ 


|SIGA-DH Housing, Duct_ 


SIGA-DMP Plate, Mounting - Duct 


SIGA-DTS Duct Detector Test Station 


|SIGA-IB Base, Pet., w/lsolator Funct-4" Octogon 


|SIGA-IB4 Base, Pet., w/lsolator Funct-4" Sq Box 


SIGA-LED LED, Remote Alarm 


SIGA-MM1 Module, Monitor - Non-Latching 


|SIGA-MP1 Mounting Plate, 1 FP_ 


|SIGA-MP2 Mounting Plate, 1/2 FP_ 


SIGA-MP2L Mounting Plate 


SIGA-RB Base, Det., w/Relay - 4" Octogon Box 


|SIGA-RB4 Base, Pet., w/Relay - 4" Sq. Box_ 


|SIGA-SB Base, Detector - 4" Octogon Box_ 


ISIGA-SB4 Base, Detector - 4" Square Box 



SIGA-TS Trim Skirt/Ring_ 


SIGA-UM Module, Universal I/O 


SIGA-WTM Module, W/F & Tamper, Dual Input 


SIGI-271 Pull Sta., No Glass with Monitor Mod. 


SR3T-P Surface Mou 




























































































































































NYS OGS Procurement Services 


Group 38221 - Alarm & Signal Systems 


Award - C-4476-G 



Contract - PC56295 

HONEYWELL UNIT PRICING 



Part 




No. 

Description 

NYS PRICE 

1293 

XLS-270 Pull Sta. Man, Single Action, 1 Stage 

$ 

84 

1294 

XLS-270P Pull Sta., Man., Single Act., 2 Stage 

$ 

114 

1295 

XLS-278 Pull Sta., Man., 1 Stage, Dble Action 

$ 

91 

1296 

XLS-HFS Detector, Ht - 135F Fixed, Intelligent 

$ 

53 

1297 

XLS-HRS Det., RR, 135F Fixed & 15F Per Min 

$ 

53 

1298 

XLS-IM Isolator Module 

$ 

70 

1299 

XLS-IPHS Det., Multi, 4D-lon, PE, Smk, Ht 

$ 

100 

1300 

XLS-IS Detector, Ionization Smoke, Intelligent 

$ 

78 


XLS 100 EQUIPMENT (Continued) 


Intelligent Signiture Devices (Continued) 


XLS-PHS Det., Mulitsensor - 3D, PE Smk/ Ht 


IXLS-PS Detector, Photo Smoke, Intelligent_ 


Remote Audio 


1B3-125 Audio Amp, 125 Watt, 25V/70V 


1B3-250 Audio Amplifier, 250 Watt, 25V/70V 


|ATP Amplifier Terminal Panel_ 


BP1 Blank Panel for 19" Enclosure-1.75"x19" 


BP2 Blank Panel for 19" Enclosure-3.5"x19" 


BP3 Blank Panel for 19" Enclosure-5.25"x19" 


BP6 Blank Panel for 19" Enclosure-10.5"x19" 


|RKU-36 19" Equip. Rack, 36.0 Usable Space 


RKU-42 19" Equip. Rack, 42.0 Usable Space 


RKU-61 19" Equip. Rack, 61.0 Usable Space 


|RKU-70 19" Equip. Rack, 70.0 Usable Space 


|RKU-77 19" Equip. Rack, 77.0 Usable Space 


SIGA-AA30 30 Watt Intelligent Audio Amplifier 


SIGA-AA50 50 Watt Intelligent Audio Amplifier 


|URSM Universal Riser Supervisory Module_ 


VP-1 Ventilation Panel 1 3/4" 


VP-3 Ventilation Panel 3 1/2" 


Firephone Field Devices 


6830-1 Telco Handset- Red 60" Cord -XLS1000 


|6830-3 Firephone, Portable Handset_ 


6831-2 Firephone, Front Plate - Flush Mnt Red 


6831-4 Firephone, Front Plate - Surf Mnt Red 


|6832-1 Firephone, Red box-Flush/Surface Mnt 


|6833-1 Firephone, Port. Handset Jack-1 Gang SS 


ITCS-6 Storage Enel, for 6830 handsets (6) 


Bells 


1323D-1 PAW AdaptaBel, 10" Single Strk, 24Vdc 


|323D-1 OAW-R AdaptaBel, 10" Sgl Strk, 24Vdc 


439D-10AW Bell, 10" Size, 24 Volts DC, Gray 


439D-1 OAW-R Bell, 10" Size, 24 Volts DC, Red 


I439D-6AW Bell, 6" Size, 24 Volts DC, Gray_ 


439D-6AW-R Bell, 6" Size, 24 Volts DC, Red 


439D-8AW Bell, 8" Size, 24 Volts DC, Gray 


439D-8AW-R Bell, 8" Size, 24 Volts DC, Red 


1439DEX-1 PAW Expl prf 10" Bell-24 VDC, Gray 


I439DEX-6AW Expl prf 6" Bell- 24 VDC, Gray 


I439DEX-8AW Expl prf 8" Bell- 24 VDC, Gray 


Horns 


|889D-AW Explosion Proof Horn, 20-24VDC_ 


XLS682-1A-HR Mini-Horn, Red, 24Vdc, 91dba 


XLS682-1A-HW Mini-Horn, Wh, 24 Vdc, 91dBA 


XLS757-1A-T Temporal Horn, 24VDC, Red 


IXLS757-1A-TW Temporal Horn, 24VDC, White 


Horns / Strobes 


XLS692-3A-HSR Mini-Horn/Strb, Red, 24 Vdc 


XLS692-3A-HSW Mini-Horn/Strb, Wh, 24 Vdc 


XLS692-5A-HSR Mini 

























































































































































NYS OGS Procurement Services 


Group 38221 - Alarm & Signal Systems 


Award - C-4476-G 


Contract - PC56295 

HONEYWELL UNIT PRICING 

Part 

No. Description 

NYS PRICE 

|XLS 100 EQUIPMENT (Continued) 



Horns / Strobes (Continued) 


XLS692-5A-HSW Mini-Horn/Strb, Wh, 24 Vdc 


XLS692-7A-HSR Mini-Horn/Strb, Red, 24 Vdc 


XLS692-7A-HSW Mini-Horn/Strb, Wh, 24 Vdc 


XLS692-8A-HSR Mini-Horn/Strb, Red, 24 Vdc 


XLS692-8A-HSW Mini-Horn/Strb, Wh, 24 Vdc 


|XLS757-3A-T Temporal Horn, Red-103 Dba_ 


|XLS757-3A-TW Temporal Horn, Wh.-103Dba_ 


XLS757-5A-T Horn, 15cd, Sync, Red, 103Dba 


XLS757-5A-TW Horn, 15cd, Sync, Wh., 103Dba 


|XLS757-7A-T Temp Horn, Sync, Red, 103Dba_ 


|XLS757-7A-TW Temp Horn, Sync, Wh., 103Dba 


XLS757-8A-T Temp Horn/Strb, Red, 103 Dba 


IXLS757-8A-TW Temp Horn, 1 lOcd, Wh., 103 Dba 


Speakers_ 


|XLS757-1 A-R25 Speaker, 25 V, Re-entrant, Red_ 


XLS757-1A-R25W Spkr, 25 V, Re-entrant, Wh. 


XLS757-1A-R70 Spkr, 70 V, Re-entrant, Red 


|XLS757-1 A-R70W Spkr, 70 V, Re-entrant, Wh. 


|XLS757-1 A-S25 Speaker, 25 V, Cone Type, Red 


XLS757-1A-S25W Spkr, 25 V, Cone Type, Wh. 


XLS757-1A-S70 Speaker, 70 V, Cone Type, Red 


|XLS757-1 A-S70W Spkr, 70 V, Cone Type, Wh. 


|XLS964-1 A-4RW 4" Cone Spkr, Round_ 


XLS964-1A-8RW 8" Cone Speaker, Round 


XLS964-1A-8SW 8" Cone Speaker, Square 


|XLS965-1 A-4RW 4" Cone Speaker (70VRMS), Round 


|XLS965-1 A-8RW 8" Cone Spkr (70VRMS), Rnd 


IXLS965-1A-8SW 8" Cone Spkr (70VRMS), Sq 


Speakers / Strobes 


IXLS757-3A-RS25 Spkr/Strb, 25V-Re-Entrant, Red 


IXLS757-3A-RS25W Spkr/Strb, 25V-Re-Entr, Wh. 


XLS757-3A-RS70 Spkr/Strb, 70V-Re-Entr, Red 


XLS757-3A-RS70W Spkr/Strb, 70V-Re-Entr, Wh. 


IXLS757-3A-SS25 Spkr/Strb, 25V Cone, Red_ 


IXLS757-3A-SS25W Spkr/Strb, 25V Cone, Wh._ 


XLS757-3A-SS70 Spkr/Strobe, 70V Cone, Red 


XLS757-3A-SS70W Spkr/Strb, 70V Cone,Wh. 


IXLS757-5A-SS25 Spkr/Strb, 25V, Cone, Red_ 


IXLS757-5A-SS25W Spkr/Strb, 25V, Cone, Wh. 


XLS757-5A-SS70 Spkr/Strb, 70V, Cone, Red 


XLS757-5A-SS70W Spkr/Strb, 70V, Cone, Wh. 


IXLS757-7A-RS25 Spkr/Strb, 25V Re-Entr, Red_ 


IXLS757-7A-RS25W Spkr/Strb, 25V Re-Entr„ Wh. 


XLS757-7A-RS70 Spkr/Strb, 70V Re-Entr, Red 


XLS757-7A-RS70W Spkr/Strb, 70V Re-Entr, Wh. 


IXLS757-7A-SS25 Spkr/Strb, 25V Cone, Red_ 


IXLS757-7A-SS25W Spkr/Strb, 25V Cone, Wh._ 


XLS757-7A-SS70 Spkr/Strb, 70V Cone, Red 


XLS757-7A-SS70W Spkr/Strb, 70V Cone, Wh. 


IXLS757-8A-RS25 Spkr/Strb, 25V, Re-Entr, Red 


XLS 100 EQUIPMENT (Continued) 


Speakers / Strobes (Continued) 


XLS757-8A-RS25W Spkr/Strb, 25V, Re-Entr, Wh. 


IXLS757-8A-RS70 Spkr/Strb, 70V, Re-Entr, Red 


IXLS757-8A-RS70W Spkr/Strb, 70V, Re-Entr, Wh 


XLS757-8A-SS25 Spkr/Strb, 25V, Cone, Red 


XLS757-8A-SS25W Spkr/Strb, 25V, Cone, Wh. 


IXLS757-8A-SS70 Sp 


BliMH 




























































































































































NYS OGS Procurement Services 


Group 38221 - Alarm & Signal Systems 


Award - C-4476-G 



Contract - PC56295 

HONEYWELL UNIT PRICING 



Part 




No. 

Description 

NYS PRICE 

1400 

XLS757-8A-SS70W Spkr/Strb, 70V, Cone, Wh. 

$ 

86 

1401 

XLS964-5A-4RW 15cd Spkr/Strb, 4" Cone Type 

$ 

65 

1402 

XLS964-5A-8RW 15cd Spkr/Strb 8" Cone, Rnd 

$ 

65 

1403 

XLS964-5A-8SW 15cd Spkr/Strb 8" Cone, Sq 

$ 

65 

1404 

XLS964-7A-4RW 15/75cd Spkr/Strb, 4" Cone Rnd 

$ 

67 

1405 

XLS964-7A-8RW 15/75cd Spkr/Strb, 8" Cone, Rnd 

$ 

67 

1406 

XLS964-7A-8SW 15/75cd Spkr/Strb, 8" Cone, S 

$ 

67 

1407 

XLS964-8A-4RW 1 lOcd Spkr/Strb 4" Cone, Rnd 

$ 

69 

1408 

XLS964-8A-8RW 1 lOcd Spkr/Strb 8" Cone, Rnd 

$ 

69 

1409 

XLS964-8A-8SW 1 lOcd Spkr/Strb 8” Cone, Sq 

$ 

69 

1410 

XLS965-5A-4RW 15cd Spkr/Strb 4" Cone, Rnd 

$ 

65 

1411 

XLS965-5A-8RW 15cd Spkr/Strb 8" Cone, Rnd 

$ 

65 

1412 

XLS965-5A-8SW 15cd Spkr/Strb 8" Cone, Sq 

$ 

65 

1413 

XLS965-7A-4RW 15/75cd Spkr/Strb 4" Cone, Rnd 

$ 

67 

1414 

XLS965-7A-8RW 15/75cd Spkr/Strb 8" Cone, Rnd 

$ 

67 

1415 

XLS965-7A-8SW 15/75cd Spkr/Strb 8" Cone, Sq 

$ 

67 

1416 

XLS965-8A-4RW 1 lOcd Spkr/Strb, 4" Cone, Rnd 

$ 

69 

1417 

XLS965-8A-8RW 1 lOcd Spkr/Strb, 8" Cone, Rnd 

$ 

69 

1418 

XLS965-8A-8SW 1 lOcd Spkr/Strb, 8" Cone, Sq 

$ 

69 


Chimes 

1 

1419 

XLS757-1A-C Chime, 24VDC, 91 Dba, Red 

$ 

65 

1420 

XLS757-1A-CW Chime, 24VDC, 91 Dba, Red 

$ 

65 


Chimes / Strobes 


1421 

XLS757-3A-CS Chime/Strobe, 30cd Ceiling, Red 

$ 

132 

1422 

XLS757-3A-CSW Chime/Strb, 30cd Ceiling, Wh. 

$ 

132 

1423 

XLS757-5A-CS Chime/Strobe, 15cd, Sync, Red 

$ 

132 

1424 

XLS757-5A-CSW Chime/Strb, 15cd, Sync, Wh. 

$ 

132 

1425 

XLS757-7A-CS Chime/Strb, 15/75cd, Sync, Red 

$ 

132 

1426 

XLS757-7A-CSW Chime/Strb, 15/75cd, Wh. 

$ 

132 

1427 

XLS757-8A-CS Chime/Strb, llOcd, Sync, Red 

$ 

134 

1428 

XLS757-8A-CSW Chime/Strb, llOcd, Sync, Wh. 

$ 

134 


Strobes 

1 

1429 

97DEXC-GW Expl Proof Strobe, 24VDC, Clear 

$ 

1,192 

1430 

XLS202-3A-T Strb, Sync, Red, single gang 

$ 

56 

1431 

XLS202-3A-TW Strb, Sync, White, single gang 

$ 

56 

1432 

XLS202-5A-T Strb, Sync, 15cd Wall, Red 

$ 

56 

1433 

XLS202-5A-TW Strobe, Sync, 15cd Wall, White 

$ 

56 

1434 

XLS202-6A-T Strb, Sync, Red, Single Gang 

$ 

56 

1435 

XLS202-6A-TW Strb, Sync, White, single gang 

$ 

56 

1436 

XLS202-7A-T Strb, Sync, Red, Single Gang 

$ 

56 

1437 

XLS202-7A-TW Strb, Sync, White, Single Gang 

$ 

56 

1438 

XLS202-8A-T Strb, Sync, Red, Single Gang 

$ 

58 

1439 

XLS202-8A-TW Strb, Sync, White, Single Gang 

$ 

58 

1440 

XLS403-3A-R Plate, Strobe Conversion, Red 

$ 

62 


XLS 100 EQUIPMENT (Continued) 



Strobes (Continued) 


1441 

XLS403-5A-R Plate, Strobe Conversion, Red 

$ 

62 

1442 

XLS403-7A-R Plate, Strobe Conversion, Red 

$ 

62 

1443 

XLS403-8A-R Plate, Strobe Conversion,Red 

$ 

64 

1444 

XLS405-3A-T Strobe, Sync,Red, Dble Gang 

$ 

57 

1445 

XLS405-3A-TW Strobe, Sync, White, Dble Gang 

$ 

57 

1446 

XLS405-5A-T Strobe, Sync, Red, Dble Gang 

$ 

57 

1447 

XLS405-5A-TW Strobe, Sync, Wh, Dble Gang 

$ 

57 

1448 

XLS405-6A-T Strobe, Sync,Red, Dble Gang 

$ 

57 

1449 

XLS405-6A-TW Strobe, Sync, Wh, Dble Gang 

$ 

57 

1450 

XLS405-7A-T Strobe, Sync, Red, Dble Gang 

$ 

57 

1451 

XLS405-7A-TW Strobe, Sync, Wh, Dble Gang 

$ 

57 

1452 

XLS405-8A-T Strobe, Sync, Red, Dble Gang 

$ 

59 

1453 

XLS405-8A-TW Strobe, Sync, Wh, Dble Gang 

$ 

59 
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HONEYWELL UNIT PRICING 



Part 




No. 

Description 

NYS PRICE 

1454E 

235196P Transient Protector 

$ 

3 

1455E 

46097-0110 8 amp Fuse for use in Batt Cabinet 

$ 

6 

1456E 

46229-0107 Resistors 4.7K, UL Listed 

$ 

12 

1457 

6263 Air Velocity Test Kit 

$ 

513 

1458 

6263-SG Air Velocity Test Kit for SIGA-DH 

$ 

533 

1459 

ARA-1 Auxiliary Relay 

$ 

50 

1460 

ARM-8 Auxiliary Relay Module 

$ 

225 

1461 

BC-1 Battery Cabinet 

$ 

169 

1462 

BC-2 Battery Cabinet 

$ 

120 

1463E 

BP-A Blank Panel 

$ 

18 

1464E 

EOL-100 100 Ohm EOL 

$ 

5 

1465 

PT-1S Printer System 

$ 

902 

1466 

RR-32RL Pull Station Reiocator 

$ 

54 

1467E 

SDU-CBL Super Cable for loading SDU 

$ 

89 

1468 

XLS-BC Batt Cab- Holds two 12V17A Batt 

$ 

113 

1469 

XLS-BC-1 Battery Cabinet, 14X18.25 X 7.25 

$ 

169 

1470E 

CBA48-BH Wallbox, 28"x48"x8" 

$ 

27 

1471 

CBA48-DH XLS Door for CBA48-BH 

$ 

721 

1472 

CBA72-BH Wallbox, 28"x72"x8" 

$ 

417 

1473 

CBA72-DH XLS Door for CBA72-BH 

$ 

743 

1474 

CBA-BTS Battery Shelf for CBA's 

$ 

555 

1475E 

27193-11 Surface Mount Box - Indoor, Red 

$ 

9 

1476E 

27193-16 Surface Mount Box - Indoor, White 

$ 

9 

1477E 

27193-17 Surface Mount Box - Indoor, Beige 

$ 

9 

1478E 

27193-21 Box, Surface Mounting - Indoor, Red 

$ 

9 

1479E 

27193-27 Surface Mount Box - Indoor, Biege 

$ 

9 

1480E 

276-K1 Key, Replacement 

$ 

11 

1481E 

276-K2 Key, General Alarm 

$ 

14 

1482 

MFC Cabinet (1) MP1, (2) MP2, or (2) MP2L 

$ 

97 


Mounting Boxes & Accessories 

1 

1483E 

449 W/P backbox, use w/ 400 series bells 

$ 

16 

1484E 

757A-BDF Box, Bi-Direction Mntg, Red, Indoor 

$ 

37 

1485E 

757A-BDFW Box, Bi-Direction Mntg, Wh., Indoor 

$ 

37 

1486E 

757A-RR Ring, Retrofit Adapter, Red 

$ 

5 

1487E 

757A-RRW Ring, Retrofit Adapter, Red 

$ 

5 

1488E 

757A-SB Box, Surface Mounting, Red, Indoor 

$ 

11 


XLS 100 EQUIPMENT (Continued) 



Mounting Boxes & Accessories (Continued) 


1489E 

757A-SBW Box, Surface Mount, White, Indoor 

$ 

11 

1490E 

757A-WB Box, Surface Mount, WP, Red 

$ 

31 

1491E 

757A-WBW Box, Surface Mount, WP, White 

$ 

31 

1492E 

897A-007 Backbox, Surface, Outdoor, Red 

$ 

30 

1493E 

897A-012 Backbox, Surface, Indoor, Red 

$ 

10 

1494E 

897B-007 Weatherproof Red Surface Box 

$ 

30 

1495E 

897B-008 Weatherproof Red Surface Box 

$ 

10 

1496E 

897B-010 Flush Mount Box - Red 

$ 

3 

1497E 

897B-012 Flush Mount Box - Red 

$ 

10 

1498E 

897B-101 Flush Trim - Red 

$ 

3 

1499E 

897B-107 Weatherproof Beige Surface Box 

$ 

30 

1500E 

897B-112 Beige Surface Box 

$ 

10 

1501E 

960A-4RF 4" Backbox - Round, Flush 

$ 

8 

1502E 

960A-4SF Box, Flush Mnt, Indoor-For XLS-757 

$ 

12 

1503E 

960A-8RF 8" Backbox - Round, Flush 

$ 

13 

1504E 

960A-8SF 8" Backbox - Round, Flush 

$ 

13 

1505E 

960A-8SS 8" Backbox-Sq. Surface, White 

$ 

17 

1506E 

LKC-1 Lens Kit, Strobe, ''FIRE", Ceiling 

$ 

6 

1507E 

LKC-4 Lens Kit, Strobe, "SMOKE", Ceiling 

$ 

6 

1508E 

LKC-5 Lens Kit, Strobe, "HALON", Ceiling 

$ 

6 

1509E 

LKC-6 Lens Kit, Strobe, "C02", Ceiling 

$ 

6 

1510E 


$ 

6 
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HONEYWELL UNIT PRICING 



Part 




No. 

Description 

NYS PRICE 

151 IE 

LKC-8 Lens Kit, Strobe, "ALARM". Ceiling 

$ 

6 

1512E 

LKC-9 Lens Kit, Strobe, "FUEGO", Ceiling 

$ 

6 

1513E 

LKW-1 Lens Kit, Strb, "FIRE", Wall, 

$ 

6 

1514E 

LKW-1R Lens Kit, Strb, "FIRE", Wall, Red 

$ 

6 

1515E 

LKW-4 Lens Kit, Strobe, "SMOKE", Wall 

$ 

6 

1516E 

LKW-5 Lens Kit, Strobe, "HALON", Wail 

$ 

6 

1517E 

LKW-6 Lens Kit, Strobe, "C02", Wall 

$ 

6 

1518E 

LKW-7 Lens Kit, Strobe, "EMERGENCY", Wall 

$ 

6 

1519E 

LKW-8 Lens Kit, Strobe, "ALARM", Wall 

$ 

6 

1520E 

LKW-9 Lens Kit, Strobe, "FUEGO", Wall 

$ 

6 



Misc. XLS 10 Equipment 


74-1939 XLS10 Owner/lnstal Manual 1Z1 / 2Z1 


74-1940 XLS10 Owner/lnstal Manual 2Z3 / 2Z6 


EXCEL SECURITY MANAGER (XSM) 


Individual Items 


Communications Intelligent Multi-Ports 



Stallion Board Connector 


$ 1,014 



Comtrol RocketPort 16-PORTS with 1 RS232 Cable & ISA Stk. No. RFC21453 $ 


(RECUIRES ROCKETPORT 16 PORT INTERFACE BOX SEE BELOW) 


Comtrol RocketPort 16-PORTS with 1 RS232 Cable & PCI Stk. No. RFC21454 $ 


(RECUIRES ROCKETPORT 16 PORT INTERFACE BOX SEE BELOW) 


Comtrol RocketPort Interface Box 16-PORTS Stk. No. RFC21458 $ 



Photo-ID Color Printer 


Fargo 850 Pro-L ID Card Printer, 4MB Memory, 110/120 VAC 


Fargo 860 Pro-L ID Card Printer, 16MB Memory, 110/120 VAC_ 


Fargo 740 Full Color Ribbon with Clear Overlay, 250 Prints_ 


Fargo 759 UltraCard PVC Cards, 10 mil, Adhesive Backing, 500 Count 


Fargo 518 Cleaning Kit 


Photo-ID Color Printer - Datacard 


Datacard #7082333 IC3 Printer - as per Mark Cherry - for WSE Ouadrakeys 


Datacard #806124-102 YMCKT 4-Panel Ribbon - 165 cards per roll 


Datacard #806125-103 Topcoat Overlay Ribbon - 420 cards per roll 


Datacard #599195-001 Cleaning Tape - 750 cards per roll_ 


Datacard #704860 Onsite warranty repair service for first 90 days_ 


Datacard #704861 Onsite warranty repair service for first year 


Video Capture Card 


Integral Technologies Flashpoint 128 Video Capture Card for NT 4.0_ 


Integral Technologies Flashpoint 128 Video Capture Card Cable_ 


Photo ID Picture Taking Equipment Option 1 "Digital Camera" 


Kodak DC260 Digital Camera 


Kodak DC260 Digital Camera Picture Card Memory 32MB w/Adapter_ 


Bogen Tripod #390 With Head Item # BQ3405_ 


Photo ID Picture Taking Equipment Option 2 "Camcorder" 


WEST PPIOTO BASE KIT (Includes Camera, Lighting, Etc) 612-379-2321 


Flashpoint 128 Video Capture Card - Must be sold when using option 2_ 


Photo ID Picture Taking Equipment Option 3 "CCD Camera"_ 


Pelco CCD CC4600-2 


Pelco Variable Lens 13VA5-40 


Tripod_ 


Backdrop and Umbrella Lights_ 


Flashpoint 128 Video Capture Card - Must be sold when using option 3 


EXCEL SECURITY MANAGER (XSM) 


Individual Items 


Terminal Servers - Emulex Terminal Servers Require Transcievers 


2 PORT TERMINAL SERVER (CoBox Token Ring) 


2 PORT TERMINAL SE^8i«qPf^£tone i } l eS232) 
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Part 




No. 

Description 
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1637 

4 PORT TERMINAL SERVER (EMULEX P2504M-SLT) 

$ 

1,262 

1638 

8 PORT TERMINAL SERVER (EMULEX P2508M-SLT) 

$ 

1,378 

1639 

16 PORT TERMINAL SERVER (EMULEX P2516-SLTL) 

$ 

2,855 

1640 

ALLIED TELESIS TRANSCEIVER AT-MX20T 

$ 

56 


Computer Supplies 


1642 

HP Colorado T3000 Internal Tape Backup Format TR-3 1.6/3.2GB 

$ 

339 

1643 

TR-3 TRAVAN CART 1 -PK 1.6/3.2GB 

$ 

48 

1644 

HP Colorado T4000s Internal SCSI Tape Backup Format TR-4 4GB 

$ 

619 

1645 

TR-4 TRAVAN CART 1 -PK 4.0GB 

$ 

64 

1646 

Hewlett Packard 7200i CD-Writer 

$ 

591 

1647 

CD-R Recorable CD-ROM 650MB EACH 

$ 

5 

1648 

Iomega Jaz 2GB Insider SCSI Drive 

$ 

737 

1649 

Iomega Jaz Jet 16-bit ISA SCSI Card 

$ 

160 

1650 

Iomega Jaz Jet 32-bit PCI SCSI Card 

$ 

180 

1651 

Iomega Jaz 2GB External SCSI Drive 

$ 

737 

1652 

Iomega Jaz Cartridges Jaz-PC Format 2GB EACH 

$ 

228 

1653 

Iomega Jaz Cartridges Jaz-PC Format 2GB 3/PACK 

$ 

549 

1654 

32x Internal CD-ROM Drive 

$ 

138 

1655 

3Com 3C509B-C 16-bit Combo Etherlink Adapter ISA 

$ 

144 

1656 

3Com 3C900-Combo 32-bit Combo Etherlink Adapter PCI 

$ 

260 

1657 

3Com 3C905-TX PCI Fast 10/100Base-T Etherlink Adapter 

$ 

190 

1658 

3Com 3C16704 4 Port TP Hub 

$ 

110 

1659 

3Com 3C16703 4 Port TPC Combo Hub 

$ 

136 

1660 

3Com 3C16700 8 Port TP Hub 

$ 

160 

1661 

3Com 3C16701 8 Port TPC Combo Hub 

$ 

198 

1662 

3Com 3C16723 Fast TP400 Hub 

$ 

290 

1663 

Category 5 10/100-Base-T Network Cable 7' 

$ 

10 

1664 

Category 5 10/100-Base-T Network Cable 14' 

$ 

14 

1665 

Category 5 10/100-Base-T Network Cable 25' 

$ 

18 

1666 

Category 5 10/100-Base-T Network Cable 50' 

$ 

32 

1667 

AXIS 560 Print Server, 2 Parallel, 1 Serial, RJ45, BNC, 400Kbps 

$ 

509 

1668 

U.S. Robotics Sportster 56K External Modem 

$ 

290 

1669 

Diamond Fire GL 1000 PCI/8MB Video Card 

$ 

290 

1670 

STB Nitro ISA/2MB Video Card 

$ 

128 


EXCEL SECURITY MANAGER (XSM) 



Individual Items 




$ 

- 

1671 

TRIPP LITE SmartPRO UPS Smart 1400 

$ 

1,090 

1672 

TRIPP LITE SmartPRO UPS Smart 2200 

$ 

1,581 

1673 

Adaptec AHA-2940U2W PCI SCSI Card 

$ 

861 


Computer Supplies 


1675 

NEC E500 15" Monitor Stk. No. TGC25539 

$ 

559 

1676 

NEC E700 17" Monitor Stk. No. TGC25540 

$ 

1,100 

1677 

NECE900 19" Monitor Stk. No. TGC29474 

$ 

1,601 

1678 

NEC El 100 21" Monitor Stk. No. TGC25169 

$ 

2,322 

1679 

3.5' DSHD 1,44MB Diskette; Box of 10 

$ 

9 

1680 

EPSON LQ-2070 24-pin 136-col Printer Stk. No. RFC21777 

$ 

799 

1681 

EPSON SOI 5086 LQ-2070 Fabric Printer Ribbon Stk. No. RFC22149A 

$ 

51 

1682 

Parallel Printer Cable 10' Stk. No. RFC91447 

$ 

46 

1683 

Continuous Printer Paper 20-Lb. Stk. No. RFC2091 

$ 

67 

1684 

CONNECTWORKS Transceiver AUI to 10-Base-T Stk. No. RFC99692 

$ 

48 

1685 

CONNECTWORKS Transceiver AUI to Thin Coax Stk. No. RFC99693 

$ 

48 

1686 

CONNECTWORKS Transceiver AUI to Fiber Optic Stk. No. RFC99694 

$ 

319 

1745 

Panasonic CCTV Switcher l/F XSM8C03-157 

$ 

4,167 

1746 

Burle CCTV Switcher l/F XSM8C03-159 

$ 

4,167 

1805 

PCSC70-00265 4 amp Power Supply #PWR-100 

$ 

491 

1806 

ALTRSMP10C112X 10 amp Power Supply 

$ 

351 

1807 

*BATT 12VDC 7AH Yuasa Battary - Local Source 

$ 

30 

1808 

ALTRD-8 Distribution Fuse Block PWB with 8 fuses 

$ 

50 

1809 

RS232/485 Converter $MW&(9m8™yw9.\\).x\s _ 

$ 

381 
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NYS OGS Procurement Services _ 

Group 38221 - Alarm & Signal Systems 

Award - C-4476-G _ 

Contract - PC56295 


HONEYWELL UNIT PRICING 



Description 

PR-233 Mullion Mount HID Proximity Reader "MiniProx" 3-5" Read Range 


PR-234 Standard Proximity Reader "ProProx" 5-9" Read Range 


PRK-234 Standard Proximity Reader w/Keypad "ProProx" 5-9" Read Range 


PR-235 Long Range Proximity Reader "MaxiProx" 18-30" Read Range 


NOTE: PR-235 Must have a separate 24VDC Linear Power Supply_ 


PR-236 Switch Plate Proximity Reader "ThinLine" 3-5" Read Range 


PR-237 ProxPro Plus Window Mount Reader 5-9" Read Range 


PR-238 ProxPoint Mullion Mount Reader 1-3" Read Range_ 


EXCEL SECURITY MANAGER (XSM) 


NYS PRICE 

_321 


$ 371 


$ 611 


$ 1,102 




Enterprise Buildings Integrator 10% discount per configuration -liscence required 


Digital Video Manager 10% discount per configuration -liscence required 


Individual Items 


When ordering Card Readers, specify Industry Standard 26 bit or Proprietary PCSC 40 bit con 


Card Readers from PCSC - HID Proximity Readers used with MicroLPM Controllers 


1821 

PR-233A Mullion Mount HID Proximity Reader "MiniProx" 3-5" Read Range w< 

1822 

PR-234A Standard Proximity Reader "ProProx" 5-9" Read Range w/adapter 

1823 

PRK-234A Standard Proximity Reader w/Keypad "ProProx" 5-9" Read Range 

1824 

PR-235A Long Range Proximity Reader "MaxiProx" 18-30" Read Range w/ad; 

1825 

NOTE: PR-235A Must have a separate 24VDC Linear Power Supply 

1826 

PR-236A Switch Plate Proximity Reader "ThinLine" 3-5" Read Range w/adapt 

1827 

PR-237A ProxPro Plus Window Mount Reader 5-9" Read Range w/adapter 

1828 

PR-238A ProxPoint Mullion Mount Reader 1-3" Read Range w/adapter 



Cards From PCSC HID Proximity Cards_ 


PC-23 PROXCARD II No Logo (Min 100) 


PC-23HL PROXCARD II Honeywell Logo (Min 100) 


PC-23HLCP PROXCARD II w/Photo Backpack Honeywell Logo (Min 100) 


PC-23HLDP PROXCARD II w/Direct Print Backpack Honeywell Logo (Min 10i| $_5 


PC-24NL* DuoProx Proximity Card Proximity/Magnetic Stripe Direct Print $ 8 


PC-24HL* DuoProx Proximity Card Proximity/Magnetic Stripe Direct Print | $ 8 


PC-25 PhotoProx Proximity Card_ 


NOTE: Specify whether phot insert is a Camera Photo-CP or Digitally processed-DP_ 


PC-26 ProxKey Hole Punched $ 8 


PC-27 ISO Prox / Direct Print Card, No logo I $ 6 


PC-28 Vehicle Tag_ 


Allow for 10% variance in quantity on all card orders_ 


When ordering cards, specify Industry Standard 26 bit or proprietary PCSC (40 bit) configurati 


Minimum of 100 cards per order 


*Magstripe not encoded_ 


Install Tools 


AVSAFE Reader Security Screwdriver #10 


Hand Toll AMP MTA 


AMP Wiring Handle/Head (88-08005 / 88-08003)_ 


Access Control General Field Devices 


REX BUTTON Securitron PB2E 


AS/CVM60 Timer 


REX DS150i/DS151 i PIR 


Sentrol 1078-W SPD Contact 


EXCEL SECURITY MANAGER (XSM) 


Individual Items 


Sentrol 1078-W DPD Contact 


IAS/PS1-BFS-12 12VDC 1 AMP Lock Power Supply_ 


AS/PS3-BFS-12 12VDC 3AMP Lock Power Supply 


IAS/PS5-BFS-12 12VDC 5AMP Lock Power Supply 


AS/PS3-BFS-24 24VDC 3AMP Lock Power Supply_ 


AS/PS5-BFS-24 24VDC 5AMP Lock Power Supply_ 


AS/PS5-UL-12 12VDC 4AMP Lock Power Supply U.L. 


AS/PS5-UL-24 24VDC 4AMP Lock Power Supply U.L. 


BATT12VDC7AH 
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NYS OGS Procurement Services 


Group 38221 - Alarm & Signal Systems 


Award - C-4476-G 



Contract - PC56295 

HONEYWELL UNIT PRICING 



Part 




No. 

Description 

NYS PRICE 

1865 

Power supply output (10 amps@12Vdc)input 120V 50/60 Hz 

$ 

351 

1866 

Distribution PWB with 8 fuses 

$ 

50 

1867 

5 plug multiplex outlet with cord 

$ 

40 

1868 

Multitech MultiModem 2 MT1432 Series (P/N 92432100, V.32bis/14.4Kbps). 

$ 

892 

1869 

Black Box Converter - RS485 / RS232 'BLKIC109A 

$ 

381 

1870 

XSM to FS90 UL Opto-isolator RS232 to RS485/422 1400609R-047900 

$ 

1,102 

1872 

Black Box Short Haul Modems per/pair SHM-B Sync 

$ 

701 


Westinghouse / Schlage 

1 

1886 

Internal Lithium Battery 

$ 

20 | 


WSE 800 

1 

1888 

818SX ACU Eight Door System Controller 

$ 

5,950 

1889 

818SC ACU Eight Door System Controller 

$ 

5,950 

1890 

818S ACU Eight Door System Controller 

$ 

5,950 

1891 

Hoffman Enclosure 

$ 

461 

1892 

3718SU Battery Standby System 24V battery support w/ enclosure 

$ 

1,893 

1893 

BATT PS12400 24volt battery for 3718S 

$ 

284 

1894 

3018-01 Power Module 120V 

$ 

389 

1895 

778A Remote Annunciator Control Module 

$ 

1,325 

1896 

774A-1 MSM With Enclosure 

$ 

449 

1897 

774A-2 MSM Without Enclosure 

$ 

379 

1898 

CI-8 Data broadcast box, Allows up to 8 RS-232 

$ 

855 

1899 

CI-1 Data broadcast box, Allows up to 1 RS-232 

$ 

260 

1900 

Transformer for CI-1 and CI-8 50/60hz, 115V 

$ 

77 

1901 

SE2804 COMPACT SENSOR 

$ 

408 

1902 

SE2814A SENSOR 

$ 

364 

1903 

SE2815A SENSOR 

$ 

364 

1904 

SE2700 Reader Standoff 

$ 

33 

1905 

SE1060 Analog Command Key 

$ 

5 

1906 

SE1050 Analog Command Key 

$ 

11 

1907 

SE1050 ELONGATED Analog Command Key 

$ 

14 

1908 

SE1040 Analog Command Key 

$ 

15 

1909 

SE1040 ELONGATED Analog Command Key 

$ 

18 

1910 

SE1030 Analog Command Key 

$ 

15 

1911 

SE1030 ELONGATED Analog Command Key 

$ 

18 

1912 

KEY-SEQ Sequential numbering on key skin 

$ 

1 


EXCEL SECURITY MANAGER (XSM) 



Individual Items 


EBI 

Enterprise Buildings Intergrator 10% discount per confguration -liscence required ] 

DVM 

Digital Video Manager 10% discount per confguration -liscence required 


1929 

BATT PS 12400 

$ 

302 

1930 

CI-8 Data broadcast box, Allows up to 8 RS-232 

$ 

855 

1931 

CI-1 Data broadcast box, Allows up to 1 RS-232 

$ 

260 

1932 

Transformer for CI-1 and CI-8 50/60hz, 115V 

$ 

77 

1933 

NexLine Coax Adapter 

$ 

104 

1934 

NexLine Plus Coax Adapter 

$ 

471 

1935 

Wiegand Interface Unit Board Only 

$ 

694 

1936 

Wiegand Interface Unit in Modular Enclosure 

$ 

834 

1937 

NexStar Multiplexer 

$ 

325 

1938 

DataLine Coax Adapter 

$ 

31 

1939 

DR4203 DigiReader Mullion 

$ 

334 

1940 

DR4205 DigiReader 

$ 

286 

1941 

DR4205E DigiReader For External Use 

$ 

286 

1942 

DR4205GM DigiReader With Glass-Mount Capability 

$ 

595 

1943 

DR4205K DigiReader w/Keypad 

$ 

703 

1944 

DR4205W DigiReader Wiegand 

$ 

541 

1945 

DR4205WE DigiReader Wiegand For External Use 

$ 

617 

1946 

DR4205WGM DigiReader Wiegand With Glass-Mount Capability 

$ 

595 

1947 

DR4208 DigiReader 10" MAX Read Range 

$ 

243 

1948 

DR4226 DigiReader 22" MAX Read Range 

$ 

1,325 

1949 

DR4238 DigiReader 3®#^ j^fiarajfein. x | S _ 

$ 

2,245 
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NYS OGS Procurement Services 


Group 38221 - Alarm & Signal Systems 


Award - C-4476-G 



Contract - PC56295 

HONEYWELL UNIT PRICING 



Part 




No. 

Description 

NYS PRICE 

1950 

Standoff For DR 4205 DigiReader 

$ 

55 

1951 

Trimplate For DR4205 DigiReader 

$ 

45 

1952 

DK4020-00 NexKey Plain Blue WSE 

$ 

4 

1953 

DK4000-00 QuadraKey II Plain White WSE 

$ 

4 

1954 

DK4010-20H DuraKey II Honeywell 

$ 

8 

1955 

DuraTag Digital Key Tag 

$ 

7 

1956 

KeyMate Digital Key Fob 

$ 

7 

1957 

NexLine Adapter 

$ 

106 

1958 

NexStar multiplexer 

$ 

331 

1975 

4545-059 Relay for Mini-BIC 

$ 

6 

1976 

7003-162 Conduit Adapter for 19000 

$ 

31 

1977 

8003-102 NDPU (Night Deposit Seismic Detector) 

$ 

219 

1978 

8003-217 RIPS (Remote Intelligent Power Supply) 

$ 

250 

1979 

8003-220 KID (Area Keypad) 

$ 

145 

1980 

8003-238 COP (6 Input Concentrator) 

$ 

139 

1981 

8003-242 MINI-BIC (2 Input Concentrator) 

$ 

74 

1982 

8003-277 CC2 (Wall-mount LCD Keypad) 

$ 

201 

946 

N1000-II-X Complete 

$ 

1,763 

947 

S-4 Suppressor Kit 

$ 

30 

948 

C-100 Communications Interface 

$ 

210 

949 

M-200 Dial Up Modem 

$ 

347 

950 

M-300 Lease Line Modem 

$ 

861 

951 

PS-1-12 Power Supply with Backup Battery 

$ 

142 

952 

PR-P-PRO HID 8" Prox Readers 

$ 

451 

953 

PR-MINI-PROX HID 4" Prox Readers 

$ 

451 

954 

PR-MAX-PROX HID 22'' Prox Readers 

$ 

1,525 

955 

PR-PROXPRO-K HID Prox Reader with Keypad 

$ 

960 

956 

HID Duo Prox Cards 

$ 

7 

957 

HID ISO Prox Cards 

$ 

6 

958 

HID Photo Prox Cards 

$ 

11 

959 

HID Prox Tags 

$ 

8 

960 

KP-10 Keypad Readers 

$ 

375 

961 

7140 Adams Rite Strike Basic 

$ 

239 

962 

CR-1 Wiegand Readers 

$ 

224 

963 

KR-1 Wiegand Key Readers 

$ 

301 

964 

PCSC BR700 BAR CODE READER WITH WIEGAND ADAPTER 

$ 

437 

965 

CORBY GOOSENECK PEDESTAL 

$ 

274 

966 

SN-M62 SECURITRON MAGNETIC LOCK 1200 LBS 

$ 

371 

967 

SN-M82 SECURITRON MAGNETIC LOCK 1800 LBS 

$ 

527 

968 

SOFTWARE HOUSE AS0032-10 APC8X READER PANEL 

$ 

2,917 

969 

SOFTWARE HOUSE AS0073-000 EIGHT INPUT BUS 

$ 

315 

970 

SOFTWARE HOUSE AS0054-01 EXT. 

$ 

685 

971 

SOFTWARE HOUSE AS0054-00 BASE 

$ 

725 

972 

SOFTWARE HOUSE AS0063-00 POWER SUPPLY 

$ 

805 

973 

INDALA ASR605 PROXIMITY READER 

$ 

236 

974 

ALTRONIX AL300ULX-PD8 REX POWER SUPPLY 

$ 

299 

975 

ALTRONIX AL600ULX-PD8 LOCK POWER SUPPLY 

$ 

453 

976 

POWERSONIC PWPS1270 BATTERY 

$ 

28 

977 

SENTROL 2205 MAGNETIC DOOR CONTACTS 

$ 

32 

978 

SONY PVM20N2U 20” COLOR MONITOR 

$ 

1,603 

979 

PELCO EH3512-1 CAMERA ENCLOSURE 

$ 

325 

980 

PELCO EM2400 MOUNT 

$ 

76 

981 

ALTRONIX ALTV248ULX-PD8 CAMERA POWER SUPPLY 

$ 

140 

982 

Sentrol RTE 1000 REX w/sounder 

$ 

83 

983 

Sentrol AP669 Ceiling Mnt 60' Diameter 

$ 

136 

984 

Sentrol AP633 200’ Long Range or 80’ Wide 

$ 

168 

985 

Sentrol 6155 45'X45' PIR 

$ 

72 

986 

Sentrol 2T40 PIR/MW 40' X 40' 

$ 

64 
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NYS OGS Procurement Services _ 

Group 38221 - Alarm & Signal Systems 

Award - C-4476-G _ 

Contract - PC56295 


HONEYWELL UNIT PRICING 


Description 


NYS PRICE 



MISC. EQUIPMENT 

987 

Sentrol 2T70 PIR/MW 70' X 70’ 

988 

Sentrol 2T360 PIR/MW 45’ Dia. Ceiling Mnt 

989 

AIPHONE MKS-1E AUDIO/ VIDEO INTERCOM 

990 

OASIS 2100-ITI CENTRAL STATION CIM 

991 

OASIS 2100-10021 CCURE800 CIM 

992 

Sentrol 521B 2 Wire PEW/ CleanMe 

993 

Sentrol 521BXT 2 Wire PE w/ Ht detector 

994 

Sentrol 521CRXT 2 Wire PE w/ Relay & Heat 

995 

Sentrol 505 Mod. Req. for 4 wire Pnl Convert 

996 

AMERICAN FIBERTEK SR20/1 CARD CAGE WITH POWER SUPPLY 

997 

AMERICAN FIBERTEK RT400 4 CHANNEL TRANSMITTERS 

998 

AMERICAN FIBERTEK RR400 4 CHANNEL RECEIVER 

999 

AMERICAN FIBERTEK RX485-4 TRANSCEIVER 

2000 

AMERICAN FIBERTEK TBRD 12 FIBER DIST. CABLE 

2001 

AMERICAN FIBERTEK TBRD 4 FIBER DIST. CABLE 

2002 

AMERICAN FIBERTEK FINS CONNECTORS 

2000 

AMERICAN FIBERTEK WIC-24 PATCH PANEL 

2001 

AMERICAN FIBERTEK 3MTS PATCH CABLES 

2002 

WINSTED CONSOLE RACK 3 BAY 

2003 

PANASONIC PVC5 4CAM/MINI DOME 

2004 

PANASONIC PVC2 1 CAM/MINI DOME 

2005 

PANASONIC WVCP234 FIXED COLOR CAMERA 

2006 

PANASONIC WVLZ62/8 VERIFOCAL LENS 5-40MM 

2007 

PANASONIC WJFS216 MULTIPLEX UNITS 

2008 

PANASONIC WVCM1430 14" COLOR MONITORS 

2009 

PANASONIC AGTL500 VCR 

2010 

OASIS 2100-200 CCTV INTERFACE 

2011 

PANASONIC WVCF202 MINI DOME COLOR CAMERA 

2012 

PANASONIC WVCK2020 20" COLOR MONITOR 

2013 

PANASONIC WVDK1420 14" COLOR MONITOR 

2014 

PANASONIC WVCK2020 20" COLOR MONITOR 

2015 

PANASONIC WVCS654 COLOR DOME CAMERA 

2016 

PANASONIC PVC5 3 CAM/MINI DOME 

2017 

PANASONIC PVC4 2 CAM/MINI DOME 

2019 

PCSC SIM-DC INPUT MODULES 

2020 

LOCKNETICS 601 EXIT BUTTON 

2021 

KERI P500 PROXIMITY READER 

2022 

ALTRONIX ALTC2424C CAMERA POWER SUPPLY 

2023 

GBC V25CM ELEVATOR CAMERA 

2024 

AIPHONE LEF-3 MASTER STATION 

2025 

AIPHONE LEM-1 SUB STATION 

2026 

AIPHONE 18C POWER SUPPLY 

2027 

GARRETT GCM METAL DETECTOR 

2028 

AMERICAN DYNAMICS AD2052-16 MATRIX SWITCH 

2029 

WINSTED RACK 12BAY CCTV RACK CONSOLE 

2030 

CRYDOM SOLID STATE RELAY DC6063 3.5-32 VDC 

2031 

SECURITRON SN-TSB3 EXIT RELEASE BAR 

2032 

ANGLEWATCH MWS1000 HOST CPU 

2033 

ANGLEWATCH RWS1000 CPU WORKSTATION 

2034 

ANGLEWATCH INR1000 OMNIDIRECTIONAL TRANS. 

2035 

ANGLEWATCH EXR1000 DIRECTIONAL TRANSCEIVER 

2036 

ANGLEWATCH PAS1012 SYSTEM POWER SUPPLY 

2037 

ANGLEWATCH UPS1000 BACK-UP POWER SUPPLY 

XLS-3-12/2Y 

DISPLAY MODULE WITH 12 SETS OF TWO YELLOW LEDS 

XLS-3-12/RY 

DISPLAY MODULE WITH 12 SETS OF RED AND YELLOW LEDS 

XLS-3-12/SI GY 

CONTROL DISPLAY MODULE WITH 12 SWITCHES 

XLS-3-12/SI RY 

CONTROL DISPLAY MODULE WITH 12 SWITCHES, RED AND YELLOW LI 

XLS-3-12/S2Y 

CONTROL DISPLAY MODULE WITH 12 SWITCHES, TWO YELLOW LEDS 

XLS-3-12RY 

\\\ M 1'iH 11 



2 


50 


351 


38 


10,017 


1,683 


441 


399 


260 


1,653 


721 


1,002 


1,803 


522 


801 


601 


1,302 


2,905 


1,683 


1,603 


1,703 


119 


237 


401 


651 


212 


131 


151 


8,014 


28,048 


40,068 


30 


363 


4,207 


4,207 


801 


1,202 


401 


1,603 


305 


305 


420 


420 


420 


305 
































































































































































NYS OGS Procurement Services 


Group 38221 - Alarm & Signal Systems 


Award - C-4476-G 



Contract - PC56295 




Part 

No. 

XLS-3-12SG 

HONEYWELL UNIT PRICING 



Description 

CONTROL DISPLAY MODULE WITH 12 SWITCHES AND ONE GREEN LEC 

NYS PRICE 

$ 377 

XLS-3-12SR 

CONTROL DISPLAY MODULE WITH 12 SWITCHES AND ONE RED LED P 

$ 

377 

XLS-3-24Y 

24 YELLOW LED DISPLAY MODULE. FOR XLS200/1000 

$ 

305 

XLS-3-6/3S1G2Y 

CONTROL DISPLAY MODULE WITH 6 GROUPS OF 3 INTERLOCKED SWI 

$ 

405 

XLS-3-6/3S1GYR 

CONTROL DISPLAY MODULE WITH 6 GROUPS OF 3 INTERLOCKED SWI 

$ 

405 

XLS-3-AADC 

HONEYWELL ANALOG SSD DATA LOOP CONTROLLER. FOR RETROFIT 

$ 

1,550 

XLS-3-ANNBF 

BLANK FILLER MODULE FOR XLS-6ANN & XLS-10ANN 

$ 

15 

XLS-3-ANNCPU1 

CPU REPLACEMENT MODULE FOR XLS-LCDANN, XLS-6ANN & XLS-IOAt 

$ 

572 

XLS-3-ANNSM 

SUPPORT MODULE TO EXPAND XLS-6ANN & XLS-10ANN LED SUPPORT 

$ 

92 

XLS-3-ASU 

AUDIO SOURCE UNIT WITH MICROPHONE, INCLUDES 3-RCIC & CHASS 

$ 

1,631 

XLS-3-ASU/4 

AUDIO SOURCE UNIT WITH MICROPHONE, INCLUDES 3-RCIC & CHASS 

$ 

1,755 

XLS-3-ASU/FT 

AUDIO SOURCE UNIT WITH MICROPHONE AND FIREFIGHTERS TELEPH 

19 

3,282 

XLS-3-ASU4 

AUDIO SOURCE UNIT WITH MICROPHONE, INCLUDES 3-RCIC & CHASS 

$ 

1,755 

XLS-3-ASUMX/12 

AUDIO SOURCE UNIT 12 MINUTE MEMORY EXPANSION. USE WITH XLS 

$ 

859 

XLS-3-ASUFT 

AUDIO SOURCE UNIT WITH MICROPHONE AND FIREFIGHTERS TELEPH 

$ 

3,282 

XLS-3-ASUMX/32 

AUDIO SOURCE UNIT 32 MINUTE MEMORY EXPANSION. USE WITH XLS 

$ 

1,336 

XLS-3-ATPINT 

XLS AMPLIFIER INTERFACE CARD FOR ATP. ONE REQUIRED PER ATP 

$ 

191 

XLS-3-BATS 

BATTERY SHELF FOR USE IN XLS ENCLOSURES 

$ 

31 

XLS-3-BPS/M 

BOOSTER POWER SUPPLY 120VAC WITH MONITOR MODULE. USE WIT 

$ 

1,103 

XLS-3-BPS/M-230 

BOOSTER POWER SUPPLY 230VAC WITH MONITOR MODULE. USE WIT 

$ 

1,103 

XLS-3-CAB14B 

BACKBOX WITH 2 CHASSIS SPACES, WITHOUT DOOR. USE WITH XLS1 

$ 

506 

XLS-3-CAB21B 

BACKBOX WITH 3 CHASSIS SPACES, WITHOUT DOOR. USE WITH XLS1 

$ 

639 

XLS-3-CAB7B 

BACKBOX WITH ONE CHASSIS SPACE, WITHOUT DOOR. USE WITH XL5 

$ 

315 

XLS-3-CHAS7 

CHASSIS ASSEMBLY WITH 7 RAIL SPACES. USE WITH XLS1000 

$ 

363 

XLS-3-CPU1 

MAIN PANEL PROCESSOR FOR XLS200/1000. SUPPORTS CLASS A AUD 

$ 

992 

XLS-3-DSDC 

DUAL SIGNATURE DATA LOOP CONTROLLER. FOR USE WITH XLS200/1 

$ 

1,288 

XLS-3-EVDRV 

LED/SWITCH DRIVER MODULE 

$ 

328 

XLS-3-EVDVRX 

MOUNTING RAIL FOR 3-EVDVR AND 3-EVDVRA 

$ 

48 

XLS-3-EVPWR 

POWER SUPPLY 

$ 

248 

XLS-3-EVPWRA 

POWER SUPPLY W/ MTG AND CABLES 

$ 

334 

XLS-3-EVRMF 

RACK MOUNT FRAME 

$ 

129 

XLS-3-FIB 

FIBER OPTIC PANEL NETWORK BOARD 

$ 

1,145 

XLS-3-FIBA 

FIBER OPTIC PANEL NETWORK BOARD. CLASS A/B DATA AND AUDIO F 

$ 

1,336 

XLS-3-FTCU 

FIREFIGHTERS TELEPHONE CONTROL UNIT 

$ 

1,650 

XLS-3-IDC8/4 

CONVENTIONAL INITIATING DEVICE MODULE - 8 CLASS B INTIATING ZC 

$ 

687 

XLS-3-LCD 

MAIN DISPLAY OPERATOR INTERFACE WITH LCD. FOR USE WITH XLS2 

$ 

324 

XLS-3-LDSM 

LED DISPLAY SUPPORT MODULE FOR DISPLAYS OVER EMPTY LRM LO 

$ 

181 

XLS-3-LRMF 

BLANK FILLER TO COVER RAIL SPACES WHEN NO DISPLAY MODULE 

$ 

50 

XLS-3-MPFIB 

MOUNTING PLATE FOR 3-FIB OR 3-FIBA IN A XLS200 OR CAB5 ENCLOS 

$ 

15 

XLS-3-OPS 

OFF PREMISES SIGNALING MODULE FOR POLARITY REVERSAL 

$ 

343 

XLS-3-PPS/M 

PRIMARY POWER SUPPLY 120VAC WITH MONITOR MODULE. 

$ 

1,059 

XLS-3-PPS/M-230 

PRIMARY POWER SUPPLY 230VAC WITH MONITOR MODULE. 

$ 

1,059 

XLS-3-REMICA 

XLS1000 REMOTE MIC FOR USE IN XLS-ANN SERIES CABINETS 

$ 

611 

XLS-3-REMICP 

XLS1000 REMOTE MIC FOR USE IN XLS-CABXX SERIES CABINETS 

$ 

611 

XLS-3-RS232 

RS232 COMMUNICATIONS CARD. FOR USE WITH XLS200/1000 

$ 

372 

XLS-3-RS485A 

NETWORK COMMUNICATIONS CARD CLASS A/B DATA & AUDIO CAPAIE 

$ 

467 

XLS-3-RS485B 

NETWORK COMMUNICATIONS CARD- CLASS B AUDIO & CLASS A/B NE 

$ 

391 

XLS-3-TAMP 

CABINET DOOR TAMPER SWITCH - REQUIRED FOR SECURITY UL1076 

$ 

57 

XLS-3-TAMP5 

CAB5 DOOR TAMPER SWITCH - REQUIRED FOR SECURITY UL1076 CO 

$ 

57 

XLS-3-XFP 

FILLER PLATE - COVER BLANK CHASSIS POSITION 

$ 

29 

XLS-3-XMEM 

MEMORY EXPANSION CARD FOR 3-CPU. FOR USE WITH XLS200/1000 

$ 

892 

XLS-3-ZA20A 

20 WATT ZONED AMPLIFIER, 70/25 VRMS SWITCHABLE OUTPUT 

$ 

749 

XLS-3-ZA20B 

20 WATT ZONED AMPLIFIER, 70/25 SWITCHABLE OUTPUT WITH ONE C 

$ 

687 

XLS-3-ZA40A 

40 WATT ZONED AMPLIFIER, 70/25SWITCHABLE OUTPUT, WITH ONE CL 

$ 

935 

XLS-3-ZA40B 

40 WATT ZONED AMPLIFIER, 70/25SWITCHABLE OUTPUT, WITH ONE C 

$ 

857 

XLS-3-ZA90 

90 WATT ZONED AMPLIFIER, 70/25 SWITCHABLE OUTPUT, WITH ONE C 

$ 

1,847 

XLS-SIGA-AA30 

30 WATT SIGNATURE AMPLIFIER. 

$ 

477 

XLS-SIGA-AA50 

50 WATT SIGNATURE AMPLIFIER. 

$ 

572 
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Part 

No. 

XLS-SIGA-APS 


XLS-SIGA-CC1 


XLS-SIGA-CC2 


XLS-SIGA-CR 


XLS-SIGA-CRR 


XLS-SIGA-CT1 


XLS-SIGA-CT2 


XLS-SIGA-DG 


XLS-SIGA-DGS 


XLS-SIGA-DGS 


XLS-SIGA-DH 


XLS-SIGA-DMP 


XLS-SIGA-DTS 


XLS-SIGA-IB 


XLS-SIGA-IB4 


XLS-SIGA-LED 


XLS-SIGA-MAB 


XLS-SIGA-MB4 


XLS-SIGA-MCC1 


XLS-SIGA-MCC2 


XLS-SIGA-MCR 


XLS-SIGA-MCRR 


XLS-SIGA-MCT2 


XLS-SIGA-MDM 


XLS-SIGA-MM1 


XLS-SIGA-MP1 


XLS-SIGA-MP2 


XLS-SIGA-MP2L 


XLS-SIGA-RB 


XLS-SIGA-RB4 


XLS-SIGA-SB 


XLS-SIGA-SB4 


XLS-SIGA-TS 


XLS-SIGA-UI02 


XLS-SIGA-UI06 


XLS-SIGA-UI06R 


XLS-SIGA-UM 


XLS-SIGA-WTM 


XLS-10ANN 


XLS-10ANN/D 


XLS-PS 


XLS-HFS 


XLS-HRS 


XLS-IM 


XLS-IPHS 


XLS-IS 


XLS-278 


XLS-270 


XLS-270P 


XLS-PHS 


KBasasam 

asggaaMjj 

psasissassai 

HSU 

aKgaaiiiau 


HONEYWELL UNIT PRICING 

Description 

ISIGNATURE AUX POWER SUPPLY. TWO 3.2A CIRCUITS. | 


SINGLE SOURCE SIGNAL MODULE. FOR USE WITH XLS SIGNATURE L 


DUAL SOURCE SIGNAL MODULE. FOR USE WITH XLS SIGNATURE LOO 


CONTROL RELAY MODULE. FOR USE WITH XLS SIGNATURE LOOP. 


CONTROL RELAY MODULE FOR SOUNDER BASE CONTROL 


SINGLE INPUT MODULE. FOR USE WITH XLS SIGNATURE LOOP 


DUAL INPUT MODULE. FOR USE WITH XLS SIGNATURE LOOP 


DETECTOR GUARD FOR XLS-IPHS & XLS PS 


SURFACE MOUNTING ADAPTER FOR SIGA-DG DETECTOR GUARD 


SURFACE MOUNTING ADAPTER FOR SIGA-DG DETECTOR GUARD 


DUCT HOUSING FOR XLS SIGNATURE SERIES DETECTOR. 


DUCT MOUNTING PLATE FOR SIGNATURE DETECTORS. 


TEST STATION/PATROL TOUR STATION - KEY OPERATED. 


DETECTOR BASE, WITH ISOLATOR FUNCTION -4" OCTAGON BOX MTG. 


DETECTOR BASE, WITH ISOLATOR FUNCTION - 4" SQUARE BOX MTG 


REMOTE ALARM LED (RAIL) - FOR USE WITH SIGNATURE DETECTORS 


UNIVERSAL I/O MODULE CLASS A/B 


MOUNTING PLATE FOR SIGA MODULE 


SINGLE SOURCE SIGNAL MODULE. ONE SUPERVISED OUTPUT. 


DUAL SOURCE SIGNAL MODULE.PROVIDES ONE SUPERVISED OUTPU' 


CONTROL RELAY MODULE. FOR USE WITH SIGA-UIO MODULES 


CONTROL RELAY MODULE FOR SOUNDER BASE CONTROL. USE WITH 


DUAL INPUT MODULE FOR USE WITH SIGA-UIO MODULE 


SIGNATURE DIGITAL MESSAGE MODULE.HOLDS TWO 30 SEC. MESSA 


MONITOR MODULE - NON-LATCHING ONLY. FOR USE WITH XLS SIGNA 


MOUNTING PLATE FOR MULTIPLE SIGA MODULES - 1 FOOTPRINT 


MOUNTING PLATE FOR SIGA MODULE - 1/2 FOOTPRINT 


MOUNTING PLATE FOR SIGA MODULE - 1/2 FOOTPRINT 


DETECTOR BASE, WITH RELAY - 4" OCTAGON BOX MTG. 


DETECTOR BASE, WITH RELAY - 4" SQUARE BOX MTG. 


DETECTOR BASE - 4" OCTAGON BOX MTG. 


DETECTOR BASE - 4" SQUARE BOX MTG. FOR USE WITH XLS SIGNATU 


TRIM SKIRT/RING FOR XLS SIGNATURE DETECTOR BASE 


MOUNTING MODULE FOR SIGA M SERIES MODULES. 2 SLOTS WITH Rl 


MOUNTING MODULE FOR SIGA M SERIES MODULES. 6 SLOTS 


MOUNTING MODULE FOR SIGA M SERIES MODULES. 6 SLOTS WITH Rl 


UNIVERSAL I/O MODULE FOR USE ON XLS SIGNATURE LOOP. 


WATERFLOW/TAMPER MODULE - DUAL INPUT FOR USE ON XLS SIGN, 


REMOTE LED ANNUNCIATOR - 8 ANNUCIATOR SLOTS. 


DOOR ASSEMBLY FOR XLS-10ANN 


PHOTOELECTRIC SMOKE DETECTOR, INTELLIGENT. 


HEAT DETECTOR - 135F FIXED TEMP, INTELLIGENT. 


HEAT/RATE OF RISE DETECTOR - 135F FIXED TEMP AND 15F PER MIN 


ISOLATOR MODULE FOR SIGNATURE LOOP - USE FOR CLASS A RISER 


MULTISENSOR DETECTOR 4D -COMBINATION ION, PHOTO AND HEAT 


IONIZATION SMOKE DETECTOR, INTELLIGENT. FOR USE ON SIGNATU 


MANUAL PULL STATION - LEXAN, ONE STAGE, DOUBLE ACTION. 


MANUAL PULL STATION METAL, ONE STAGE, SINGLE ACTION. 


MANUAL PULL STATION METAL, TWO STAGE (PRE-SIGNAL), SINGLE A 


MULTISENSOR DETECTOR 3D - PHOTOELECTRIC SMOKE AND HEAT 


xcel Life Safety Indicating Devices_ 


ajamaaaai 




_ 




laiimasmaiiiaMaai 


, 15/75 


, 15/75 










PRICE 

716 


86 


111 


76 


81 


56 


100 


55 


153 


153 


104 


82 


81 


47 


49 


19 


109 


19 


80 


105 


74 


78 


92 


668 


56 


26 


21 


23 


36 


39 


10 


13 


3 


86 


92 


109 


120 


100 


967 


137 


73 


53 


53 


70 


100 


78 


92 


84 


114 


92 
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HONEYWELL UNIT PRICING 


XLS-403-3A-R 

STROBE CONVERSION PLATE, 30CD WALL MOUNT, RED, FOR USE WIT 

$ 

62 

XLS-403-5A-R 

STROBE CONVERSION PLATE, 15CD WALL MOUNT, RED, FOR USE WIT 

$ 

62 

XLS-403-7A-R 

STROBE CONVERSION PLATE, 15/75CD WALL MOUNT, RED, FOR USE V 

$ 

62 

XLS-403-8A-R 

STROBE CONVERSION PLATE, 110CD WALL MOUNT, RED, FOR USE Wl 

$ 

64 

XLS-405-3A-T 

STROBE, SYNCHRONIZED, 30CD WALL, 15CD CEILING, RED, DOUBLE G 

$ 

57 

XLS-405-3A-TW 

STROBE, SYNCHRONIZED, 30CD WALL, 15CD CEILING, WHITE, DOUBLE 

$ 

57 

XLS-405-5A-T 

STROBE, SYNCHRONIZED, 15CD WALL, RED, DOUBLE GANG 

$ 

57 

XLS-405-5A-TW 

STROBE, SYNCHRONIZED, 15CD WALL, WHITE, DOUBLE GANG 

$ 

57 

XLS-405-6A-T 

STROBE, SYNCHRONIZED, 60CD WALL, 30CD CEILING, RED, DOUBLE G 

$ 

57 

XLS-405-6A-TW 

STROBE, SYNCHRONIZED, 60CD WALL, 30CD CEILING, WHITE, DOUBLE 

$ 

57 

XLS-405-7A-T 

STROBE, SYNCHRONIZED, 15/75CD WALL MOUNT, RED, DOUBLE GANC 

$ 

57 

XLS-405-7A-TW 

STROBE, SYNCHRONIZED, 15/75CD WALL MOUNT, WHITE, DOUBLE GA 

$ 

57 

XLS-405-8A-T 

STROBE, SYNCHRONIZED, 110CD WALL, 60CD CEILING, RED, DOUBLE 

$ 

59 

XLS-757-1A-C 

CHIME, 24VDC, 12 MA, 91 DBA PEAK, RED. FITS 4" SQ. 2-1/8' DEEP BOX. 

$ 

65 

XLS-757-1A-CW 

CHIME, 24VDC, 12 MA, 91 DBA PEAK, WHITE. FITS 4" SQ. 2-1/8' DEEP BO; 

$ 

65 

XLS-757-1 A-R70 

SPEAKER, 70VOLT RE-ENTRANT, RED. TAPS 2, 4, 8 & 15 WATTS. 

$ 

103 

XLS-757-1 A-R70W 

SPEAKER, 70VOLT RE-ENTRANT, WHITE. TAPS 2, 4, 8 & 15 WATTS. 

$ 

103 

XLS-757-1 A-S70 

SPEAKER, 70VOLT CONE TYPE, RED. TAPS 1/4, 1/2,1 & 2 WATTS. 

$ 

31 

XLS-757-1 A-S70W 

SPEAKER, 70VOLT CONE TYPE, WHITE. TAPS 1/4, 1/2,1 & 2 WATTS. 

$ 

31 

XLS-757-1 A-T 

TEMPORAL CODE HORN, 24 VDC, 103 DBA, 23 MA 

$ 

33 

XLS-757-1 A-TW 

TEMPORAL CODE HORN, 24 VDC, 103 DBA, 23 MA, REQUIRES 4" 

$ 

33 

XLS-757-3A-CS 

CHIME/STROBE, 30CD SYNCHRONIZED ,RED. FITS 4" SQ. 2-1/8" DEEP B 

$ 

132 

XLS-757-3A-CSW 

CHIME/STROBE, 30CD SYNCHRONIZED ,WHITE. FITS 4" SQ. 2-1/8" DEEF 

$ 

132 

XLS-757-3A-RS70 

SPKR/STROBE, 70V RE-ENTRANT, 30CD, RED. TAPS 2,4,8 & 15 W. 

$ 

155 

XLS-757-3A-RS70W 

SPKR/STROBE, 70V RE-ENTRANT, 30CD, WHITE. TAPS 2,4,8 & 15 W. 

$ 

155 

XLS-757-3A-SS70 

SPKR/STROBE, 70V CONE TYPE, 30CD ,RED. TAPS 1/4,1/2,1 &2 WATTS. 

$ 

83 

XLS-757-3A-SS70W 

SPKR/STROBE, 70V CONE TYPE, 30CD .WHITE. TAPS 1/4.1/2.1&2 WATT! 

$ 

83 

XLS-757-3A-T 

TEMPORAL CODED HORN/STROBE, 30CD SYNCHRONIZED ,RED , 103D 

$ 

72 

XLS-757-3A-TW 

TEMPORAL CODED HORN/STROBE, 30CD SYNCHRONIZED .WHITE ,103 

$ 

72 

XLS-757-5A-CS 

CHIME/STROBE, 15CD SYNCHRONIZED ,RED. CONTINOUS OR CODED 

$ 

132 

XLS-757-5A-CSW 

CHIME/STROBE, 15CD SYNCHRONIZED ,WHITE. 

$ 

132 

XLS-757-5A-SS70 

SPKR/STROBE, 70V CONE TYPE, 15CD RED. TAPS 1/4, 1/2,1 & 2 WATTS 

$ 

83 

XLS-757-5A-SS70W 

SPKR/STROBE, 70V CONE TYPE, 15CD WHITE. TAPS 1/4,1/2,1&2 WATTS 

$ 

83 

XLS-757-5A-T 

TEMPORAL CODE HORN/STROBE, 15CD SYNCHRONIZED ,RED, 103DB/> 

$ 

72 

XLS-757-5A-TW 

TEMPORAL CODE HORN/STROBE, 15CD SYNCHRONIZED .WHITE , 103C 

$ 

72 

XLS-757-7A-CS 

CHIME/STROBE, 15/75CD SYNCHRONIZED ,RED. 

$ 

132 

XLS-757-7A-CSW 

CHIME/STROBE, 15/75CD SYNCHRONIZED .WHITE. 

$ 

132 

XLS-757-7A-RS70 

SPKR/STROBE, 70V RE-ENTRANT, 15/75CD, RED. TAPS 2,4,8 & 15 W. 

$ 

155 

XLS-757-7A-RS70W 

SPKR/STROBE, 70V RE-ENTRANT,15/75CD, WHITE. TAPS 2,4,8 & 15 W. 

$ 

155 

XLS-757-7A-T 

TEMPORAL CODE HORN/STROBE, 15/75CD SYNCHRONIZED ,RED , 103 

$ 

72 

XLS-757-7A-TW 

TEMPORAL CODE HORN/STROBE, 15/75CD SYNCHRONIZED, WHITE ,1C 

$ 

72 

XLS-757-8A-CS 

CHIME/STROBE, 110CD SYNCHRONIZED ,RED. 

$ 

134 

XLS-757-8A-CSW 

CHIME/STROBE, 110CD SYNCHRONIZED .WHITE. 

$ 

134 

XLS-757-8A-RS70 

SPKR/STROBE, 70V RE-ENTRANT,110CD, RED. TAPS 2,4,8 & 15 W. 

$ 

156 

XLS-757-8A-RS70W 

SPKR/STROBE, 70V RE-ENTRANT,110CD, WHITE. TAPS 2,4,8 & 15 W. 

$ 

156 

XLS-757-8A-SS70 

SPKR/STROBE, 70V CONE TYPE, 110CD ,RED. TAPS 1/4,1/2,1&2 WATTS 

$ 

85 

XLS-757-8A-SS70W 

SPKR/STROBE, 70V CONE TYPE, 110CD .WHITE. TAPS 1/4,1/2,1&2 WAT1 

$ 

85 


Excel Life Safety Indicating Devices 


XLS-757-8A-T 

TEMPORAL CODED HORN/STROBE, 110CD SYNCHRONIZED ,RED , 103f 

$ 

73 

XLS-757-8A-TW 

TEMPORAL CODED HORN/STROBE, 110CD SYNCHRONIZED .WHITE,10! 

$ 

73 

XLS-757A-BDF 

BI-DIRECTIONAL MOUNTING BOX, RED, INDOOR. USE WITH 757 SERIE 

$ 

37 

XLS-757A-BDFW 

BI-DIRECTIONAL MTG BOX, WHITE, INDOOR. USE WITH 757 SERIES. 

$ 

37 

XLS-757A-RR 

RETROFIT ADAPTER RING, RED. 

$ 

6 

XLS-757A-RRW 

RETROFIT ADAPTER RING, WHITE 

$ 

6 

XLS-757A-SB 

SURFACE MTG BOX, RED, INDOOR. USE WITH 757 SERIES. 

$ 

11 

XLS-757A-SBW 

SURFACE MTG BOX, WHITE, INDOOR. USE WITH 757 SERIES. 

$ 

11 

XLS-757A-WB 

SURFACE MTG BOX, WEATHERPROOF, RED. USE WITH 757 SERIES. 

$ 

31 

XLS-757A-WBW 

SURFACE MTG BOX, WEATHERPROOF, WHITE. USE WITH 757 SERIES 

$ 

31 

XLS-LKC-1 

STROBE LENS KIT, "FIRE", CEILING. 

$ 

6 

XLS-LKC-4 


$ 

6 
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Part 

No. 

XLS-LKC-5 

HONEYWELL UNIT PRICING 

Description 

STROBE LENS KIT, "HALON'', CEILING. 

NYS PRICE 

$ 6 | 

XLS-LKC-6 

STROBE LENS KIT, "C02", CEILING. 

$ 

6 

XLS-LKC-7 

STROBE LENS KIT, "EMERGENCY", CEILING. 

$ 

6 

XLS-LKC-8 

STROBE LENS KIT, "ALARM", CEILING. 

$ 

6 

XLS-LKC-9 

STROBE LENS KIT, "FUEGO", CEILING. 

$ 

6 

XLS-LKW-1 

STROBE LENS KIT, "FIRE", WALL. SUPPLIED STANDARD WITH ALL STR( 

$ 

6 

XLS-LKW-1 R 

STROBE LENS KIT, "FIRE", WALL. RED SNAP-ON SLEEVE 

$ 

6 

XLS-LKW-4 

STROBE LENS KIT, "SMOKE", WALL. 

$ 

6 

XLS-LKW-5 

STROBE LENS KIT, "HALON", WALL. 

$ 

6 

XLS-LKW-7 

STROBE LENS KIT, "EMERGENCY", WALL. 

$ 

6 

XLS-LKW-6 

STROBE LENS KIT, "C02", WALL. 

$ 

6 

XLS-LKW-8 

STROBE LENS KIT, "ALARM", WALL. 

$ 

6 

XLS-LKW-9 

STROBE LENS KIT, "FUEGO", WALL. 

$ 

6 

XLS-P-047701 -03131 

ADAPTER PLATE FOR MOUNTING XLS-405 SERIES STROBES ONTO XLJ 

$ 

6 

XLS-P-047701 -0313‘ 

ADAPTER PLATE FOR MOUNTING XLS-405 SERIES STROBES ONTO XLJ 

$ 

6 

XLS-RACCDR 

DOOR FOR XLS-RACCR CABINET 

$ 

46 

XLS-RACCR 

CABINET FOR SIGA- APS, SIGA-AA30, SIGA-AA50. 

$ 

103 

XLS-RCC14R 

REMOTE CHASSIS CABINET (RED) WITH COVER, SPACE FOR 2 CHASS 

$ 

844 

XLS-RCC21 R 

REMOTE CHASSIS CABINET (RED) WITH COVER, SPACE FOR 3 CHASS 

$ 

1,250 

XLS-RCC7R 

REMOTE CHASSIS CABINET (RED) WITH COVER, SPACE FOR 1 CHASS 

$ 

649 

XLS-RLCM/D 

DOOR ASSEMBLY FOR XLS-LCDANN 

$ 

84 


Misc. 

1 

XLS-BPS-220 

SIGNAL (ADA) POWER BOOSTER. 4 AMPS. FOR 220V MAINS. 

$ 

496 

XLS-BPS10 

SIGNAL (ADA) POWER BOOSTER. 10 AMPS. 

$ 

562 

XLS-BPS6 

SIGNAL (ADA) POWER BOOSTER. 6 AMPS. 

$ 

478 

XLS-CAB14B 

BACKBOX WITH 2 CHASSIS SPACES, WITHOUT DOOR. USE WITH XLS1 

$ 

506 

XLS-CAB14D 

DOOR WITH WINDOW FOR XLS-CAB14B, WHITE. USE WITH XLS1000 

$ 

620 

XLS-CAB14D-R 

DOOR WITH WINDOW FOR XLS-CAB14B, RED. USE WITH XLS1000. 

$ 

620 

XLS-CAB21B 

BACKBOX WITH 3 CHASSIS SPACES, WITHOUT DOOR. USE WITH XLS1 

$ 

639 

XLS-CAB21 D 

DOOR WITH WINDOW FOR XLS-CAB21 B, WHITE. USE WITH XLS1000. 

$ 

782 

XLS-CAB21D-R 

DOOR WITH WINDOW FOR XLS-CAB21B, RED. USE WITH XLS1000. 

$ 

782 

XLS-CAB5 

ENCLOSURE (WHITE) 5 LRM SPACES, WITH DOOR.USE WITH XLS1000. 

$ 

305 

XLS-CAB5-R 

ENCLOSURE (RED) 5 LRM SPACES, WITH DOOR.USE WITH XLS1000. 

$ 

305 

XLS-CAB7B 

BACKBOX WITH ONE CHASSIS SPACE, WITHOUT DOOR. USE WITH XLJ 

$ 

315 

XLS-CAB7D 

DOOR WITH WINDOW FOR XLS-CAB7B, WHITE. USE WITH XLS1000. 

$ 

405 

XLS-CAB7D-R 

DOOR WITH WINDOW FOR XLS-CAB7B, RED. USE WITH XLS1000 

$ 

405 

XLS-EV1 

GRAPHIC ANNUNCIATOR 

$ 

1,288 

XLS-EV2 

GRAPHIC ANNUNCIATOR 

$ 

1,574 

XLS-EV3 

GRAPHIC ANNUNCIATOR 

$ 

2,147 

XLS-27193-11 

SURFACE MTG BOX FOR XLS-202 SERIES STROBES, INDOOR, RED. 

$ 

13 

XLS-27193-16 

SURFACE MTG BOX FOR XLS-202 SERIES STROBES, INDOOR, WHITE. 

$ 

13 

XLS-6ANN 

REMOTE LED ANNUNCIATOR - 4 ANNUCIATOR SLOTS 

$ 

645 

XLS-6ANN/D 

DOOR ASSEMBLY FOR XLS-61NN 

$ 

92 

XLS-BC 

REMOTE BATTERY CABINET FOR 2 EACH 12V17A BATTERIES. 

$ 

127 

XLS-BC-1 

REMOTE BATTERY CABINET 14 X 18.25 X 7.25 INCHES . USE WITH XLS2 

$ 

179 

XLS-LCDANN 

REMOTE LCD ANNUNCIATOR WITH SYSTEM CONTROLS. 

$ 

935 

14507532-001 

LS BOARD 

$ 

776 

14006098-646100 

XLS INTERFACE TO XBS TOKEN RING 

$ 

3,053 

14006098-646110 

XLS INTERFACE TO XBS ETHERNET 

$ 

3,053 

14006098-646120 

XLS INTERFACE TO XBS TOKEN RING 

$ 

3,053 

14006098-646130 

XLS INTERFACE TO XBS ETHERNET 

$ 

3,053 

14507614-002 

3-COM TOKEN RING VELOCITY 16/4 

$ 

668 

14507615-001 

3-COM ETHERLINK III 

$ 

668 

SUA1000 

APC UPS 

$ 

487 


NexSentury Star Controllers 


10250020 

Star 1 Controller 

$ 

1,035 

10250030 

Star 2 Controller 

$ 

1,035 

11650030 

Star 2 Controller with 16 Door Package 

$ 

4,367 

10450020A 

4 Door Chip Set 

$ 

572 

10850020A 


$ 

1,145 
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HONEYWELL UNIT PRICING 



Part 




No. 

Description 

NYS PRICE 

1650030A 

16 Door Chip Set 

$ 

1,908 

10000300 

Modular Enclosure 

$ 

95 

10000400 

Double Board Enclosure 

$ 

153 

10087000 

Large Cabinet 

$ 

239 

10034840 

WIRO 4/8/4 

$ 

520 

10020000 

MIRO 16/8 

$ 

1,040 

10020200 

MIRO 16/8 Modular Enclosure 

$ 

1,193 

10021000 

MIRO 32/0 

$ 

1,040 

10021200 

MIRO 32/0 Modular Enclosure 

$ 

1,193 

10022000 

MIRO 64/0 

$ 

1,860 

10022200 

MIRO 64/0 Modular Enclosure 

$ 

2,003 

10023000 

MIRO 2/24 

$ 

1,860 

10023200 

MIRO 2/24 Modular Enclosure 

$ 

2,003 

10025200 

MIRO 4/4 Modular Enclosure 

$ 

377 

2031000 

PI Power Inserter 

$ 

477 

10024055 

PI -LC accerrory power supply 

$ 

143 

10000020 

Micro COBOX (Star Only) 

$ 

377 

4305101 

NexStar RS-232 adapter 

$ 

26 

43051000 

NexStar High Speed Adapter 

$ 

276 

4457110 

Transformer 

$ 

59 

10250020 

Star 1 Controller 

$ 

1,035 

10250030 

Star 2 Controller 

$ 

1,035 

11650030 

Star 2 Controller with 16 Door Package 

$ 

4,367 

10450020A 

4 Door Chip Set 

$ 

572 

10850020A 

8 Door Chip Set 

$ 

1,145 

1650030A 

16 Door Chip Set 

$ 

1,908 

10000300 

Modular Enclosure 

$ 

95 

10000400 

Double Board Enclosure 

$ 

153 

10087000 

Large Cabinet 

$ 

239 

10034840 

WIRO 4/8/4 

$ 

520 

10020000 

MIRO 16/8 

$ 

1,040 


OMNITECK Proximity 

1 

OP10 

Mullion Reader 

$ 

114 

OP-30 

Reader 

$ 

167 

OP-40 

Reader 

$ 

181 

OP-45 

Reader 

$ 

181 

OP-90 

Reader 

$ 

334 

HID Iclass 

Reader 

$ 

173 


Ademco Video 





0176-004 

Axis 2401 

$ 

700 

0176-034 

Axis 2401 (10 pack) 

$ 

5,778 

0127-014-01 

Axis 2420 bare 

$ 

1,242 

0127-314-01 

Axis 2420 IR w/ lens and mount 

$ 

1,350 

0106-004-01 

Axis 2100US bare indoor use only 

$ 

396 

0146-004-01 

Axis 2100US w/ lens & mount 

$ 

628 

0126-111-02 

Axis 2120 

$ 

1,098 

0126-014-02 

Axis 2120 with audio support 

$ 

1,242 

0131-014-01 

Axis 2130 PTZ 

$ 

2,106 

0175-004 

Axis 2400 

$ 

1,060 

0175-024 

Axis 2400 (10 pack) 

$ 

9,972 

0182-004 

Axis 2411 

$ 

520 

0182-014 

Axis 2411 (10 pack) 

$ 

4,932 

0190-004 

Axis 2400 Blade 

$ 

1,017 

0190-014 

Axis 2400 Blade (10 pack) 

$ 

9,900 

0191-004 

Axis 2401 Blade 

$ 

657 

0191-014 

Axis 2401 Blade (10 pack) 

$ 

6,300 

0191-114 

Axis Rack Chassis 

$ 

1,710 

0169-004-01 

Axis midspan 

$ 

124 

19248 


$ 

144 
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NYS OGS Procurement Services 


Group 38221 - Alarm & Signal Systems 


Award - C-4476-G 



Contract - PC56295 




Part 

No. 

0166-004-01 

HONEYWELL UNIT PRICING 

Description 

Wireless Access Point 

NYS PRICE 

$ 212 | 

0167-004-01 

Wireless device Point 

$ 

_ 2121 


Batteries 


12V10A 

BATTERY 12 V, 10AH 

$ 

87 

12V17A 

BATTERY 12 V, 17AH 

$ 

92 

12V24A 

BATTERY 12V, 24AH 

$ 

155 

12V40A 

BATTERY 12V, 40AH 

$ 

198 

12V4A 

BATTERY 12V, 4AH 

$ 

46 

12V50A 

BATTERY 12V, 50AH 

$ 

377 

12V55A 

BATTERY 12V, 55AH 

$ 

477 

12V65A 

BATTERY 12V, 65AH 

$ 

572 

12V6A5 

BATTERY 12V, 6.5AH 

$ 

61 


Wire (price per 1000 foot) 


AK3753 

14GATRPL FACBL 

$ 

591 

AK3702 

2C18TW600VTFN - 2C18 TW 600V TFN 

$ 

86 

AK3703 

3C18TW600VTFN - 3C18 TW 600V TFN 

$ 

162 

AK3711A 

MICROCEL BUS + 24VAC (100VA MAX), PLENUM RTD. 2-14 AWG, 2-18 A\ 

$ 

916 

AK3712 

2C16 TW 600V TFN - 2C16 TW 600V TFN 

$ 

162 

AK3713 

3C16 TW 600V TFN - 3C16 TW 600V TFN 

$ 

219 

AK3724 

18 GA 3 COND YELLOW, ORANGE, VIOLET RATED CMR 

$ 

239 

AK3726 

5C18AWG 600V TFN - 18 GA 5 COND , YELLOW, ORANGE,VIOLET YEL/E 

$ 

420 

AK3740A 

2C18SH 300VTFN -1 PR 18 GA TWISTED, JACKETED, SHIELDED 

$ 

239 

AK3741A 

2C18 AWG 300V TFN - 1 PR 18 GA TWISTED, JACKETED, UNSHIELDEI 

$ 

210 

AK3742A 

2-2C18 SH 300V TFN - 2 PR 18 GA TWISTED, JACKETED, SHIELDED 

$ 

553 

AK3743A 

2-2C18 TW 300V TFN - 2 PR 18 GA TWISTED, JACKETED, UNSHIELDEC 

$ 

487 

AK3749A 

18 GA 3 COND PVC - JACKETED - RATED FPL & CL2 

$ 

219 

AK3750A 

2C16 AWG 300V TFN - 16 GA 2 COND PVC - JACKETED - RATED FPL & 

$ 

296 

AK3752A 

2C14 AWG 300V TFN - 14 GA 2 COND PVC - JACKETED - RATED FPL & 

$ 

363 

AK3754B 

14 GA 2 COND, YELLOW & BROWN 

$ 

210 

AK3757A 

1 PR 18GA. TWISTED, JACKETED - RATED CMP 

$ 

353 

KD6 High Resolution Color Cameras 


Drop/Hard Ceiling Domes 


RS-485 Control 



KD6SD2N1 

UltraDome KD6, Drop/Hard Ceiling with Smoked Dome and Inner Liner, 

White Trim Ring and Piug-ln 24 VAC Power Supply. 

$ 

2,331 

KD6SD1N1 

UltraDome KD6, Drop/Hard Ceiling with Smoked Dome and Inner Liner, 

Black Trim Ring and Plug-In 24 VAC Power Supply. 

$ 

2,331 

KD6SD5N1 

UltraDome KD6, Drop/Hard Ceiling with Clear Dome and Inner Liner, White 
Trim Ring and Plug-In 24 VAC Power Supply. 

$ 

2,331 

KD6SD4N1 

UltraDome KD6, Drop/Hard Ceiling with Clear Dome and Inner Liner, Black 
Trim Ring and Plug-In 24 VAC Power Supply. 

$ 

2,331 

KD6 



KD6 High Resolution Color Cameras 


Drop/Hard Ceiling Domes 


Manchester/Bi-Phase 


KD6SD1NM 

UltraDome KD6, Drop/Hard Ceiling with Smoked Dome and Inner Liner, 

Black Trim Ring and Piug-ln 24 VAC Power Supply. (Manchester/Bi-Phase) 

$ 

2,439 

KD6SD2NM 

UltraDome KD6, Drop/Hard Ceiling with Smoked Dome and Inner Liner, 

White Trim Ring and Plug-In 24 VAC Power Supply. (Manchester/Bi-Phase) 

$ 

2,439 

KD6SD4NM 

UltraDome KD6, Drop/Hard Ceiling with Clear Dome and Inner Liner, Black 
Trim Ring and Plug-In 24 VAC Power Supply. (Manchester/Bi-Phase) 

$ 

2,439 

KD6SD5NM 

UltraDome KD6, Drop/Hard Ceiling with Clear Dome and Inner Liner, White 
Trim Ring and Plug-In 24 VAC Power Supply. (Manchester/Bi-Phase) 

$ 

2,439 


38PP1447fimnnflvwflin xls 
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NYS OGS Procurement Services 


Group 38221 - Alarm & Signal Systems 


Award - C-4476-G 



Contract - PC56295 

HONEYWELL UNIT PRICING 



Part 




No. 

Description 

NYS PRICE 

Cat5 


1 

KD6SD2N4 

UltraDome KD6, Drop/Hard Ceiling with Smoked Dome and Inner Liner, 
white Trim Ring and Plug-In 24 VAC Power Supply. CAT 5 Video. 

$ 

2,502 

KD6SD1N4 

UltraDome KD6, Drop/Hard Ceiling with Smoked Dome and Inner Liner, 

Black Trim Ring and Plug-In 24 VAC Power Supply. CAT 5 Video. 

$ 

2,502 

KD6SD5N4 

UltraDome KD6, Drop/Hard Ceiling with Clear Dome and Inner Liner, White 
Trim Ring and Plug-In 24 VAC Power Supply. CAT 5 Video. 

$ 

2,502 

KD6SD5N4 

UltraDome KD6, Drop/Hard Ceiling with Clear Dome and Inner Liner, Black 
Trim Ring and Plug-In 24 VAC Power Supply. CAT 5 Video. 

$ 

2,502 

KD6 



KD6 High Resolution Color Cameras 


Pendant Domes ! 


Pendant (RS-485 Control) 


KD6SP2N1 

UltraDome KD6, Pendant/Wall Mount with Smoked Dome and Inner Liner, 
White Trim Ring and Plug-In 24 VAC Power Supply. 

$ 

2,331 

KD6SP1N1 

UltraDome KD6, Pendant/Wall Mount with Smoked Dome and Inner Liner, 
Black Trim Ring and Plug-In 24 VAC Power Supply. 

$ 

2,331 

KD6SP5N1 

UltraDome KD6, Pendant/Wall Mount with Clear Dome and Inner Liner, 

White Trim Ring and Plug-In 24 VAC Power Supply. 

$ 

2,331 

KD6SP4N1 

UltraDome KD6, Pendant/Wall Mount with Clear Dome and Inner Liner, 

Black Trim Ring and Plug-In 24 VAC Power Supply. 

$ 

2,331 

KD6 



KD6 High Resolution Color Cameras 


Pendant Domes i 


Pendant (Manchester/Bi-Phase) 


KD6SP1NM 

UltraDome KD6, Pendant/Wall Mount with Smoked Dome and Inner Liner, 
Black Trim Ring and Plug-In 24 VAC Power Supply. (Manchester/Bi-Phase) 

$ 

2,439 

KD6SP2NM 

UltraDome KD6, Pendant/Wall Mount with Smoked Dome and Inner Liner, 
White Trim Ring and Plug-In 24 VAC Power Supply. (Manchester/Bi-Phase) 

$ 

2,439 

KD6SP4NM 

UltraDome KD6, Pendant/Wall Mount with Clear Dome and Inner Liner, 

Black Trim Ring and Plug-In 24 VAC Power Supply. (Manchester/Bi-Phase) 

$ 

2,439 

KD6SP5NM 

UltraDome KD6, Pendant/Wall Mount with Clear Dome and Inner Liner, 

White Trim Ring and Plug-In 24 VAC Power Supply. (Manchester/Bi-Phase) 

$ 

2,439 

KD6 



KD6 High Resolution Color Cameras 


Pendant Domes 



Pendant (Cat5) 



KD6SP2N4 

UltraDome KD6, Pendant/Wall Mount with Smoked Dome and Inner Liner, 
White Trim Ring and Plug-In 24 VAC Power Supply. CAT 5 Video. 

$ 

2,502 

KD6SP1N4 

UltraDome KD6, Pendant/Wall Mount with Smoked Dome and Inner Liner, 
Black Trim Ring and Plug-In 24 VAC Power Supply. CAT 5 Video. 

$ 

2,502 

KD6SP5N4 

UltraDome KD6, Pendant/Wall Mount with Clear Dome and Inner Liner, 

White Trim Ring and Plug-In 24 VAC Power Supply. CAT 5 Video. 

$ 

2,502 

KD6SP4N4 

UltraDome KD6, Pendant/Wall Mount with Clear Dome and Inner Liner, 

Black Trim Ring and Plug-In 24 VAC Power Supply. CAT 5 Video. 

$ 

2,502 

KD6 



KD6 High Resolution Color Cameras 


Weather Domes I 


WeatherDome (RS-485 Control) 


KD6SW1N1 

UltraDome KD6, WeatherDome with Smoked Dome and Inner Liner. 

Includes model CA448S4N H.R. Color Camera and 18X Zoom. Does not 
include Dome Mount or Power Supply. Recommend using TR24WSPL Power 
Supply. 

$ 

2,691 


3622 14476(Honeywell).xls 
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NYS OGS Procurement Services 


Group 38221 - Alarm & Signal Systems 


Award - C-4476-G 



Contract - PC56295 

Part 

No. 

KD6SW4N1 

HONEYWELL UNIT PRICING 

Description 

UltraDome KD6, WeatherDome with Clear Dome and Inner Liner. Includes 

24 VAC Heater/Blower. Does not include Dome Mount or Power Supply. 
Recommend using TR24WSPL Power Supply. 

NYS PRICE 

$ 2,691 1 

KD6 



KD6 High Resolution Color Cameras 


Weather Domes 


Weather (Manchester/Bi-Phase) 


KD6SW1NM 

UltraDome KD6, WeatherDome with Smoked Dome and Inner Liner. 

Includes 24v AC Heater/Blower. Does not include Dome Mount or Power 
Supply. Recommend using TR24WSPL Power Supply. (Manchester/Bi- 
Phase) 

$ 2,799 

KD6SW4NM 

UltraDome KD6, WeatherDome with Clear Dome and Inner Liner. Includes 

24 VAC Heater/Blower. Does not include Dome Mount or Power Supply. 
Recommend using TR24WSPL Power Supply. (Manchester/Bi-Phase) 

$ 2,799 

KD6 



KD6 High Resolution Color Cameras 


Weather Domes 


WeatherDome (Cat5) 


KD6SW1N4 

UltraDome KD6, WeatherDome with Smoked Dome and Inner Liner. CAT 5 
Video. Includes 24 VAC Heater/Blower. Does not include Dome Mount or 
Power Supply. Recommend using TR24WSPL 

$ 2,862 

KD6SW4N4 

UltraDome KD6, WeatherDome with Clear Dome and Inner Liner. CAT 5 
Video. Includes 24 VAC Heater/Blower. Does not include Dome Mount or 
Power Supply. Recommend using TR24WSPL 

$ 2,862 

KD6 



KD6 High Resolution Color Cameras 


Nitrogen Pressurized Domes 


Nitrogen Pressurized (RS-485 Control) 


KD6SE1NA 

UltraDome KD6-NP, Nitrogen Pressurized Dome with Smoked lower Dome 
and Inner Liner. Includes 24 VAC Heater/Blower. Does not include Dome 
Mount or Power Supply. Recommend using TR24WSPL Power Supply. 

$ 3,411 

KD6SE4NA 

UltraDome KD6-NP, Nitrogen Pressurized Dome with Clear lower Dome and 
Inner Liner. Includes 24 VAC Heater/Blower. Does not include Dome Mount 
or Power Supply. Recommend using TR24WSPL Power Supply. 

$ 3,411 

KD6 



KD6 High Resolution Color Cameras 


Nitrogen Pressurized Domes 


Nitrogen Pressurized (Cat5) 


KD6SE1NJ 

UltraDome KD6-NP, Nitrogen Pressurized Dome with Smoked lower Dome 
and Inner Liner. CAT 5 Video. Includes 24 VAC Heater/Blower. Does not 
include Dome Mount or Power Supply. Recommend using TR24WSPL Power 
Supply. 

$ 3,582 

KD6SE4NJ 

UltraDome KD6-NP, Nitrogen Pressurized Dome with Clear lower Dome and 
Inner Liner. CAT 5 Video. Includes 24 VAC Heater/Blower. Does not include 
Dome Mount or Power Supply. Recommend using TR24WSPL Power 

Supply. 

$ 3,582 

KD6 



KD6 High Resolution Color Cameras 


Rugged Domes \ 


Rugged Domes (RS-485 Control) 


KD6SR1N1 

Ruggedized UltraDome KD6, Pendant or Wall Mount with Smoked Dome. 

No heater or blower 

$ 2,835 

KD6SR4N1 

Ruggedized UltraDome KD6, Pendant or Wall Mount with Clear Dome. No 
heater or blower 

$ 2,835 

KD6SR1NH 

Ruggedized UltraDome KD6, Pendant or Wall Mount with Smoked Dome. 
Includes 24 VAC heater and Blower. 

$ 2,979 


3822 14476(Honeywell).xls 
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Part 

No. 

KD6SR4NH 


HONEYWELL UNIT PRICING 

Description 

Ruggedized UltraDome KD6, Pendant or Wall Mount with Clear Dome. 
Includes 24 VAC heater and Blower. 


NYS PRICE 

$ 2,979 


KD6 


KD6 High Resolution Color Cameras 


ll ill 


KD6SR1N4 


KD6SR4N4 


KD6SR4NJ 


KD6SR1NJ 


Ruggedized UltraDome KD6, Pendant or Wall Mount with Smoked Dome. 
With Over the coax control or CAT5 Video. No heater or blower 


Ruggedized UltraDome KD6, Pendant or Wall Mount with Clear Dome. With 
Over the coax control or CATS Video. No heater or blower 


Ruggedized UltraDome KD6, Pendant or Wall Mount with Smoked Dome. 
Includes 24 VAC heater and Blower. With Over the coax control or CAT5 
Video. 


Ruggedized UltraDome KD6, Pendant or Wall Mount with Clear Dome. 
Includes 24 VAC heater and Blower. With Over the coax control or CAT5 
Video. 


KD6 


KD6 High Resolution Color Cameras 



nrm«l»niiii^« 


Rugged (Manchester/Bi-Phase 


KD6SR1NM 


KD6SR4NM 


KD6SR1NHM 


KD6SR4NHM 


Rugged UltraDome KD6, Pendant or Wall Mount with Smoked Dome, no 
heater/blower. (Manchester/Bi-Phase) 


Rugged UltraDome KD6, Pendant or Wall Mount with Clear Dome, no 
heater/blower. (Manchester/Bi-Phase) 


Rugged UltraDome KD6, Pendant or Wall Mount with Smoked Dome, 
includes heater/blower. (Manchester/Bi-Phase) 


Rugged UltraDome KD6, Pendant or Wall Mount with Clear Dome, includes 
heater/blower. (Manchester/Bi-Phase)_ 


KD6 


KD6 With Color/B/W "NiteShot" Camera 


Drop/Hard Ceiling Domes 


Droo/Hard Ceiling (RS-485)(NiteShot 



KD6QD2N1 

UltraDome KD6, Drop/Hard Ceiling with Smoked Dome and Inner Liner, 

White Trim Ring and Plug-In 24 VAC Power Supply. 

$ 

2,610 

KD6QD1N1 

UltraDome KD6, Drop/Hard Ceiling with Smoked Dome and Inner Liner, 

Black Trim Ring and Plug-In 24 VAC Power Supply. 

$ 

2,610 

KD6QD5N1 

UltraDome KD6, Drop/Hard Ceiling with Clear Dome and Inner Liner, White 
Trim Ring and Plug-In 24 VAC Power Supply. 

$ 

2,610 

KD6QD4N1 

UltraDome KD6, Drop/Hard Ceiling with Clear Dome and Inner Liner, Black 
Trim Ring and Plug-In 24 VAC Power Supply. 

$ 

2,610 


KD6 


KD6 With Color/B/W "NiteShot" Camera 


Drop/Hard Ceiling Domes 


Drop/Hard Ceiling (Manchester/Bi-Phase)(NiteShot 


KD6QD1NM UltraDome KD6, Drop/Hard Ceiling with Smoked Dome and Inner Liner, 

Black Trim Ring and Plug-In 24 VAC Power Supply. (Manchester/Bi-Phase) 


KD6QD2NM UltraDome KD6, Drop/Hard Ceiling with Smoked Dome and Inner Liner, 

White Trim Ring and Plug-In 24 VAC Power Supply. (Manchester/Bi-Phase) 


KD6QD4NM UltraDome KD6, Drop/Hard Ceiling with Clear Dome and Inner Liner, Black 

Trim Ring and Plug-In 24 VAC Power Supply. (Manchester/Bi-Phase) 


KD6QD5NM UltraDome KD6, Drop/Hard Ceiling with Clear Dome and Inner Liner, White 

Trim Ring and Plug-In 24 VAC Power Supply. (Manchester/Bi-Phase) 


KD6 


KD6 With Color/B/W "NiteShot" Camera 


Drop/Hard Ceiling Domes 


Droo/Hard Ceiling (Cat5 KD61(NiteShot 
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Part 

No. 

KD6QD2N4 


KD6QD1N4 


KD6QD5N4 


KD6QD4N4 


HONEYWELL UNIT PRICING 

Description 

UltraDome KD6, Drop/Hard Ceiling with Smoked Dome and Inner Liner, 
white Trim Ring and Plug-In 24 VAC Power Supply. CAT 5 Video. 


UltraDome KD6, Drop/Hard Ceiling with Smoked Dome and Inner Liner, 
Black Trim Ring and Plug-In 24 VAC Power Supply. CAT 5 Video. 


UltraDome KD6, Drop/Hard Ceiling with Clear Dome and Inner Liner, White 
Trim Ring and Plug-In 24 VAC Power Supply. CAT 5 Video. 


UltraDome KD6, Drop/Hard Ceiling with Clear Dome and Inner Liner, Black 
Trim Ring and Plug-In 24 VAC Power Supply. CAT 5 Video. 


KD6 


KD6 With Color/B/W "NiteShot" Camera 


Pendant Domes 


Pendant KD6 (RS-485 ControlKNiteShot 


KD6 


KD6 With Color/B/W "NiteShot" Camera 


Pendant Domes 


Pendant (Manchester/Bi-Phase)(NiteShot 


KD6 


KD6 With Color/B/W "NiteShot" Camera 


Pendant Domes 


Pendant (Cat5 KD6)(NiteShot 


KD6 


KD6 With Color/B/W "NiteShot" Camera 


WeatherDome 


WeatherDome (RS-485 Control)(NiteShot 


KD6QW1N1 


KD6QW4N1 


UltraDome KD6, WeatherDome with Smoked Dome and Inner Liner. 
Includes 24 VAC Heater/Blower. Does not include Dome Mount or Power 
Supply. Recommend using TR24WSPL Power Supply. 


UltraDome KD6, WeatherDome with Clear Dome and Inner Liner. Includes 
24 VAC Heater/Blower. Does not include Dome Mount or Power Supply. 
Recommend using TR24WSPL Power Supply. 


PRICE 

2,781 



KD6QP2N1 

UltraDome KD6, Pendant Mount with Smoked Dome and Inner Liner, White 
Trim Ring and Plug-In 24 VAC Power Supply. 

$ 

2,610 

KD6QP1N1 

UltraDome KD6, Pendant Mount with Smoked Dome and Inner Liner, Black 
Trim Ring and Plug-In 24 VAC Power Supply. 

$ 

2,610 

KD6QP5N1 

UltraDome KD6, Pendant Mount with Clear Dome and Inner Liner, White 

Trim Ring and Plug-In 24 VAC Power Supply. 

$ 

2,610 

KD6QP4N1 

UltraDome KD6, Pendant Mount with Clear Dome and Inner Liner, Black 

Trim Ring and Plug-In 24 VAC Power Supply. 

$ 

2,610 



KD6QP1NM 

UltraDome KD6, Pendant Mount with Smoked Dome and Inner Liner, Black 
Trim Ring and Plug-In 24 VAC Power Supply. (Manchester/Bi-Phase) 

$ 

2,718 

KD6QP2NM 

UltraDome KD6, Pendant Mount with Smoked Dome and Inner Liner, Black 
Trim Ring and Plug-In 24 VAC Power Supply. (Manchester/Bi-Phase) 

$ 

2,718 

KD6QP4NM 

UltraDome KD6, Pendant Mount with Clear Dome and Inner Liner, Black 

Trim Ring and Plug-In 24 VAC Power Supply. (Manchester/Bi-Phase) 

$ 

2,718 

KD6QP5NM 

UltraDome KD6, Pendant Mount with Clear Dome and Inner Liner, White 

Trim Ring and Plug-In 24 VAC Power Supply. (Manchester/Bi-Phase) 

$ 

2,718 



KD6QP2N4 

UltraDome KD6, Pendant Mount with Smoked Dome and Inner Liner, white 
Trim Ring and Plug-In 24 VAC Power Supply. CAT 5 Video. 

$ 

2,781 

KD6QP1N4 

UltraDome KD6, Pendant Mount with Smoked Dome and Inner Liner, Black 
Trim Ring and Plug-In 24 VAC Power Supply. CAT 5 Video. 

$ 

2,781 

KD6QP5N4 

UltraDome KD6, Pendant Mount with Clear Dome and Inner Liner, White 

Trim Ring and Plug-In 24 VAC Power Supply. CAT 5 Video. 

$ 

2,781 

KD6QP4N4 

UltraDome KD6, Pendant Mount with Clear Dome and Inner Liner, Black 

Trim Ring and Plug-In 24 VAC Power Supply. CAT 5 Video. 

$ 

2,781 


KD6 


KD6 With Color/B/W "NiteShot" Camera 
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Part 

No. 

HONEYWELL UNIT PRICING 

Description 

NYS PRICE 

WeatherDome i 


WeatherDome (Manchester/Bi-Phase) (NiteShot) 


KD6QW1NM 

UltraDome KD6, WeatherDome with Smoked Dome and Inner Liner. 

Includes 24 VAC Heater/Blower. Does not include Dome Mount or Power 
Supply. Recommend using TR24WSPL Power Supply. (Manchester/Bi- 
Phase) 

$ 3,078 

KD6QW4NM 

UltraDome KD6, WeatherDome with Clear Dome and Inner Liner. Includes 
24 VAC Heater/Blower. Does not include Dome Mount or Power Supply. 
Recommend using TR24WSPL Power Supply. (Manchester/Bi-Phase) 

$ 3,078 

KD6 



KD6 With Color/B/W "NiteShot" Camera 


WeatherDome | 


WeatherDome (Cat5) (NiteShot) 


KD6QW1N4 

UltraDome KD6, WeatherDome with Smoked Dome and Inner Liner. CAT 5 
Video. Includes 24 VAC Heater/Blower. Does not include Dome Mount or 
Power Supply. 

$ 3,150 

KD6QW4N4 

UltraDome KD6, WeatherDome with Clear Dome and Inner Liner. CAT 5 
Video. Includes 24 VAC Heater/Blower. Does not include Dome Mount or 
Power Supply. 

$ 3,150 

KD6 



KD6 With Color/B/W "NiteShot" Camera 


Nitrogen Pressurized Domes 


Nitrogen Pressurized (RS-485 Control) (NiteShot) 


KD6QE1NA 

UltraDome KD6-NP, Nitrogen Pressurized Dome with Smoked lower Dome 
and Inner Liner. Includes 24 VAC Heater/Blower. Does not include Dome 
Mount or Power Supply. Recommend using TR24WSPL Power Supply. 

$ 3,690 

KD6QE4NA 

UltraDome KD6-NP, Nitrogen Pressurized Dome with Clear lower Dome and 
Inner Liner. Includes 24 VAC Heater/Blower. Does not include Dome Mount 
or Power Supply. Recommend using TR24WSPL Power Supply. 

$ 3,690 

KD6 



KD6 With Color/B/W "NiteShot" Camera 


Nitrogen Pressurized Domes 


Nitrogen Pressurized (Cat5) (NiteShot) 


KD6QE1NJ 

UltraDome KD6-NP, Nitrogen pressurized Dome with Smoked lower Dome 
and Inner Liner. CAT 5 Video. Includes 24 VAC Heater/Blower. Does not 
include Dome Mount or Power Supply. Recommend using TR24WSPL Power 
Supply. 

$ 3,870 

KD6QE4NJ 

UltraDome KD6-NP, Nitrogen pressurized Dome with Clear lower Dome and 
Inner Liner. CAT 5 Video. Includes 24 VAC Heater/Blower. Does not include 
Dome Mount or Power Supply. Recommend using TR24WSPL Power 

Supply. 

$ 3,870 

KD6 



KD6 With Color/B/W "NiteShot" Camera 




Rugged Domes (RS-485 Control) (NiteShot) 


KD6QR1N1 

Ruggedized UltraDome KD6, Pendant or Wall Mount with Smoked Dome. 

No heater or blower 

$ 3,015 

KD6QR4N1 

Ruggedized UltraDome KD6, Pendant or Wall Mount with Clear Dome. No 
heater or blower 

$ 3,015 

KD6QR1NH 

Ruggedized UltraDome KD6, Pendant or Wall Mount with Smoked Dome. 
Includes 24 VAC heater and Blower. 

$ 3,159 

KD6QR4NH 

Ruggedized UltraDome KD6, Pendant or Wall Mount with Clear Dome. 
Includes 24 VAC heater and Blower. 

$ 3,159 

KD6 



KD6 With Color/B/W "NiteShot" Camera 





Rugged Dome (CAT 5 and Over-the-Coax j 
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Part 

No. 

KD6QR1N4 

HONEYWELL UNIT PRICING 

Description 

Ruggedized UltraDome KD6, Pendant or Wall Mount with Smoked Dome. 
With Over the coax control or CAT5 No heater or blower 

NYS PRICE 

$ 3,195 

KD6QR4N4 

Ruggedized UltraDome KD6, Pendant or Wall Mount with Clear Dome. With 
Over the coax control or CAT5 Video. No heater or blower 

$ 3,195 

KD6QR1NJ 

Ruggedized UltraDome KD6, Pendant or Wall Mount with Smoked Dome. 
Includes 24 VAC heater and Blower. With Over the coax control or CAT5 
Video. 

$ 3,339 

KD6QR4NJ 

Ruggedized UltraDome KD6, Pendant or Wall Mount with Clear Dome. 
Includes 24 VAC heater and Blower. With Over the coax control or CAT5 
Video. 

$ 3,339 


KD6 


KD6 With Color/B/W "NiteShot" Camera 




Ruqqed Dome (Manchester/Bi-Phase) (NiteShot 


KD6QR1NM 


KD6QR4NM 


KD6QR1NHM 


KD6QR4NHM 


Rugged UltraDome KD6, Pendant or Wall Mount with Smoked Dome, no 
heater/blower. (Manchester/Bi-Phase)_ 


Rugged UltraDome KD6, Pendant or Wall Mount with Clear Dome, no 
heater/blower. (Manchester/Bi-Phase) 


Rugged UltraDome KD6, Pendant or Wall Mount with Smoked Dome, 
heater/blower. (Manchester/Bi-Phase)_ 


Rugged UltraDome KD6, Pendant or Wall Mount with Clear Dome, 
heater/blower. (Manchester/Bi-Phase) 





Yoke Assemblies 


KDSS00N1 UltraDome KD6 Drive, High Resolution Color camera and 18X Zoom, auto 

focus, NTSC. 


KDSQ00N1 UltraDome KD6 Drive, High Resolution Color/ B/W and 18X Zoom, auto 

focus, NTSC. With "NiteShot" feature. 





KDT0D000 


KDT0P000 


KDT0W000 


KDT0E000 


KDT0R000 


KDT0R00H 


KDR0L000 


KDR0C100 


KDR0C400 


KD6 


|Top Dome, Drop/Hard Ceiling_ 


Top Dome, Pendant Mount 


Weather Dome Top Includes 24 VAC Heater/Blower. Does not include Dome 
Mount or Power Supply. Recommend using TR24WSPL Power Supply 


Nitrogen pressurized Dome Top. Includes 24 VAC Heater/Blower. Does not $ 
include Dome Mount or Power Supply. Recommend using TR24WSPL Power 
Supply. 


Rugged KD6 Dome Top. Includes Wall Mounting Bracket Recommend using $ 
TR24WSPL Power Supply. 


Rugged KD6 Dome Top. Includes Wall Mounting Bracket and 24 VAC $ 

Heater/Blower. Recommend using TR24WSPL Power Supply. 


| Retrofit Adapter for Pelco Intercept Back can (pendant only)_ 


Retrofit Adapter for AD Cobra Back can, includes smoked lower dome $ 


I Retrofit Adapter for AD Cobra Back can, includes clear lower dome 





Dome Bottoms 


Dome Bottoms (Indoor) 


KDB0D200 Smoked Bottom Dome and White Trim Rin 


KDB0D100_|Smoked Bottom Dome and Black Trim Ring 


KDB0D500 Clear Bottom Dome and White Trim Rin 


KDB0D400 Clear Bottom Dome and Black Trim Ring 


KDB0DC00 1/2 Tint Gold Bottom and Gold Trim Rin 


KDB0DA00_11/2 Tint Gold Bottom and Black Trim Ring 


KD6 


$ 

83 

$ 

83 

$ 

83 

$ 

83 

$ 

135 

$ 

135 




Dome Bottoms 


Page 45 





























































































NYS OGS Procurement Services 


Group 38221 - Alarm & Signal Systems 


Award - C-4476-G 



Contract - PC56295 

Part 

No. 

HONEYWELL UNIT PRICING 

Description 

NYS PRICE 

WeatherDome Bottoms 


KDB0W100 

Smoked Bottom Dome 

$ 83 

KDB0W400 

Clear Bottom Dome 

$ 83 

KD6 



KD6 Components 



Dome Bottoms 



Ruqqed KD6 Dome Bottoms 


KDB0R100 

Smoked Bottom Dome 

$ 279 

KDB0R400 

Clear Bottom Dome 

$ 297 

KD6 



KD6 Components 



Dome Bottoms 



Nitrogen Pressurized Bottom Domes 


KDB0E100 

Smoked Bottom Dome 

$ 117 

KDB0E400 

Clear Bottom Dome 

$ 117 

KD6 



KD6 Components 



Nitroqen Fill Kit 



AM001NRK 

Nitrogen Pressurization Kit for KD6-NP, Includes High Pressure Regulator, 
Flow Meter, hoses and adapter. Not included is bottle of Nitrogen. 

$ 358 

ZD2 Series 



General Purpose 



Drop Ceilinq 



ZD26HD2N2 

Z Series KD6, Drop Ceiling with Smoked Dome and Inner Liner, White trim 
ring, 24 VAC power operation 

$ 1,611 

ZD26HD5N2 

Z Series KD6, Drop Ceiling with Clear Dome and Inner Liner, White trim 
ring,24 VAC power operation 

$ 1,611 

ZD26HD1N2 

Z Series KD6, Drop Ceiling with Smoked Dome and Inner Liner, Black trim 
ring, 24 VAC power operation 

$ 1,611 

ZD26HD4N2 

Z Series KD6, Drop Ceiling with Clear Dome and Inner Liner, Black trim 
ring,24 VAC power operation 

$ 1,611 

ZD2 Series 



General Purpose 



Drop Ceilinq with Pelco "P" Protocol 


ZD26PD2N2 

Z Series KD6, Drop Ceiling with Smoked Dome and Inner Liner, White trim 
ring, 24 VAC power operation. Includes control using Pelco "P" Protocol. 

$ 1,611 

ZD2 Series 



General Purpose 



Hard Ceilinq 



ZD26HH2N2 

Z Series KD6, Hard Ceiling with Smoked Dome and Inner Liner, White trim 
ring, 24 VAC power operation 

$ 1,611 

ZD26HH5N2 

Z Series KD6, Hard Ceiling with Clear Dome and Inner Liner, White trim 
ring,24 VAC power operation 

$ 1,611 

ZD26HH1N2 

Z Series KD6, Hard Ceiling with Smoked Dome and Inner Liner, Black trim 
ring, 24 VAC power operation 

$ 1,611 

ZD26HH4N2 

Z Series KD6, Hard Ceiling with Clear Dome and Inner Liner, Black trim 
ring,24 VAC power operation 

$ 1,611 

ZD2 Series 



General Purpose 



Hard Ceilinq With Pelco "P" Protocol 


ZD26PH2N2 

Z Series KD6, Hard Ceiling with Smoked Dome and Inner Liner, White trim 
ring, 24 VAC power operation. Includes control using Pelco "P" Protocol. 

$ 1,611 

ZD2 Series 



General Purpose 



Pendant 
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Part 

No. 

ZD28HPSN2 

HONEYWELL UNIT PRICING 

Description 

Z Series KD6, Pendant Dome with Smoked Dome and Inner Liner, 24 VAC 
power operation Includes H.R. Color Camera and 16X Optical Zoom with 2X 
Digital Zoom. 

NYS PRICE 

$ 1,611 

ZD28HPTN2 

Z Series KD6, Pendant Dome with Clear Dome and Inner Liner, 24 VAC 
power operation Includes H.R. Color Camera and 16X Optical Zoom with 2X 
Digital Zoom. 

$ 

1,611 

ZD2 Series 






Pendant With Pelco "P" Protocol 


ZD28PPSN4 

Z Series KD6, Pendant Dome with Smoked Dome and Inner Liner, 24 VAC 
power operation Includes H.R. Color Camera and 16X Optical Zoom with 2X 
Digital Zoom. Includes control using Pelco "P" Protocol. 

$ 

1,611 

ZD2 Series 






WeatherDome 



ZD28HWSN2 

Z Series KD6, WeatherDome with Smoked Dome and Inner Liner, 24 VAC 
power operation Includes 24 VAC heater and blower. 

$ 

1,890 

ZD28HWTN2 

Z Series KD6, Pendant Dome with Clear Dome and Inner Liner, 24 VAC 
power operation Includes 24 VAC heater and blower.. 

$ 

1,890 

ZD2 Series 






WeatherDome With Pelco "P" Protocol 


ZD28PWTN2 

Z Series KD6, Pendant Dome with Clear Dome and Inner Liner, 24 VAC 
power operation Includes 24 VAC heater and blower. Includes control using 
Pelco "P" Protocol. 

$ 

1,890 

ZD2 Accessories 



MD6DI000 

Drop Ceiling Mounting Plate for added support in drop ceiling installations 

$ 

32 

Z Series Mounts and Power Supplies 


Mounts for ZD2 Series WeatherDomes 


MDZWWBOO 

Outdoor WeatherDome Wall Mount, Black 

$ 

99 

PRM100B 

Outdoor Parapet, Black 

$ 

351 

Mounts for ZD2 Series Pendant Domes 


MDZPIBOO 

Indoor Pendant Mount, 7-inch length, Black 

$ 

69 

MDZPIB01 

Adjustable Length Indoor Pendant Mount, Black, Includes extended 
Interconnect Cable with RJ45 connector. 

$ 

71 

MDZWIBOO 

Indoor Wall Mount, 7-inch length, Black 

$ 

70 

KD6 Dome Mounts 



Outdoor Mounts 



MDW1210W 

Outdoor Wall Mount for all KD6 Weather/Nitro Domes 

$ 

88 

DPM15 

15" Outdoor Pendant Mount for all WeatherDomes and Nitrogen pressurized. 
Includes conduit box adapter with removable access plate. Black Finish 

$ 

108 

DWM19S 

15" Outdoor Wall Mount for all WeatherDomes and Nitrogen pressurized. 
Includes support strut and conduit box adapter with removable access plate., 
Black Finish 

$ 

207 

DWM20 

Scrolled Outdoor Wall Mount, Black Finish 

$ 

405 

PRM100B 

Parapet Roof Mount 

$ 

351 

RM100 

Flat Roof Mount 

$ 

648 

Outdoor Mount Ada 

pters 


PMA18B 

Pole adapter for DWM19S and UWMB - Black 

$ 

131 

PMA18W 

Pole adapter for DWM19S and UWMB - White 

$ 

131 

CMA18B 

Corner adapter for DWM19S and UWMB - Black 

$ 

117 

CMA18W 

Corner adapter for DWM19S and UWMB - White 

$ 

117 

PAT100B 

Pole adapter for TR24WSPL Power Supply - Black 

$ 

108 

PAT100W 

Pole adapter for TR24WSPL Power Supply - White 

$ 

108 

Dome Power Supplies and Surge Suppression 
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No. 

TR24P 

Description 

KD6 Power Supply, Plenum Rated 

KZ0224NEMA 

24 VAC 2-output Power Supply in NEMA-4 outdoor box, ideal for KD6 
WeatherDome 

TR24WSPL 

Outdoor Dome Low Voltage Power Supply with lightning surge protection. 
Provides 24 VAC Heater/Blower power and 24 VAC Scan power. Use with 
UltraDome KD6 WeatherDome and Nitrogen Pressurized Domes. Enclosed 
in a NEMA 4 box 

KZ0224UW 

Dome Power Supply with lightning surge protection for use with all Ultrak® 
outdoor Domes. Provides 24 VAC Heater/Blower power and 24 VAC Scan 
power. 110/220 volt switchable input. NEMA 4 enclosure. 

PDB248 

Power distribution, box, 8 - 24 VAC outputs for KD6 Domes, NEMA 1 rated, 
with Plug-In style power cord 

Lightning Surge Suppression 

SS7 

Dome lightning surge suppresser for use in an existing installation 

SS14 

Dome lightning surge suppresser for use in a new installation 

LSS1004 

Control room lightning surge suppresser, 4 inputs 

LSS1008 

Control room lightning surge suppresser, 8 inputs 

Control Components 

Joystick, Controllers and Accessories 

JPD100 

Joystick for all Ultrak® Domes, requires SS1100 for full system capability 

JPD100P 

Joystick for all Ultrak® Domes, requires MSI100 for full system capability 

JPD101 

Stand-alone Joystick for all Ultrak® Domes, required DIA01 interface for 
power. 

KBD100A 

Programming Keyboard for all Ultrak® Domes, 1 required per control system 

DIA01 

Data interface & power supply for JPD-100 & JPD101 joystick controller 

KEGS5000 

Stand-alone joystick for Ultrak® Domes, KX1610CN Multiplexer and Ultrak® 
VCR. Also controller for KSX3208X matrix switch. Includes RE-RTD12/5RT 
power supply. 


RE-RTD12/5RT 


12VDC Power Supply, ,5 am 


Dome Data / Control Expanders 


COE08R 


COE08DT 


KDF Series Fixed 6" Domes 


High Resolution Color Camera 


Hard Ceilin 


KDF74H3SWN 


KDF74H3SBN 


KDF74H3TWN 


KDF74H3TBN 


KDF74H4SWN 


Dome Control Data 8-output Expander, Rack Mount 


Dome Control Data 8-output Expander, Desk Top 


KDF74H4SBN 


KDF74H4TWN 


KDF74H4TBN 


KDF74H5SWN 


KDF74H5SBN 


KDF74H5TWN 


KDF74H5TBN 


KDF74H6SWN 


KDF74H6SBN 


KDF74H6TWN 


KDF74H6TBN 


Pendant 


HC Fixed 6" Dome, Pli-Res Color, 3.5-8mm Ml lens, Smoked/White trim 


HC Fixed 6" Dome, Hi-Res Color, 3.5-8mm Ml lens, Smoked/Black trim 


HC Fixed 6" Dome, Pli-Res Color, 3.5-8mm Ml lens, Clear/White trim 


HC Fixed 6" Dome, Hi-Res Color, 3.5-8mm Ml lens, Clear/Black trim 


HC Fixed 6" Dome, Hi-Res Color, 5.5-33mm Ml lens, Smoked/White trim 


HC Fixed 6" Dome, Hi-Res Color, 5.5-33mm Ml lens, Smoked/Black trim 


HC Fixed 6" Dome, Hi-Res Color, 5.5-33mm Ml lens, Clear/White trim 


HC Fixed 6" Dome, Hi-Res Color, 5.5-33mm Ml lens, Clear/Black trim 


HC Fixed 6" Dome, Hi-Res Color, 3.5-8mm Al lens, Smoked/White trim 


HC Fixed 6" Dome, Hi-Res Color, 3.5-8mm Al lens, Smoked/Black trim 


HC Fixed 6” Dome, Hi-Res Color, 3.5-8mm Al lens, Clear/White trim 


HC Fixed 6" Dome, Hi-Res Color, 3.5-8mm Al lens, Clear/Black trim 


HC Fixed 6” Dome, Hi-Res Color, 5.5-33mm Al lens, Smoked/White trim 


HC Fixed 6” Dome, Hi-Res Color, 5.5-33mm Al lens, Smoked/Black trim 


HC Fixed 6” Dome, Hi-Res Color, 5.5-33mm Al lens, Clear/White trim 


HC Fixed 6" Dome, Hi-Res Color, 5.5-33mm Al lens, Clear/Black trim 


PRICE 

160 
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No. 

Description 

NYS PRICE 

KDF74P3SWN 

PND Fixed 6" Dome, Pli-Ftes Color, 3.5-8mm Ml lens, Smoked/White trim 

$ 

718 

KDF74P3SBN 

PND Fixed 6" Dome, Hi-Res Color, 3.5-8mm Ml lens, Smoked/Black trim 

$ 

718 

KDF74P3TWN 

PND Fixed 6" Dome, Hi-Res Color, 3.5-8mm Ml lens, Clear/White trim 

$ 

718 

KDF74P3TBN 

PND Fixed 6" Dome, Hi-Res Color, 3.5-8mm Ml lens, Clear/Black trim 

$ 

718 

KDF74P4SWN 

PND Fixed 6" Dome, Hi-Res Color, 5.5-33mm Ml lens, Smoked/White trim 

$ 

764 

KDF74P4SBN 

PND Fixed 6" Dome, Hi-Res Color, 5.5-33mm Ml lens, Smoked/Black trim 

$ 

764 

KDF74P4TWN 

PND Fixed 6" Dome, Hi-Res Color, 5.5-33mm Ml lens, Clear/White trim 

$ 

764 

KDF74P4TBN 

PND Fixed 6" Dome, Hi-Res Color, 5.5-33mm Ml lens, Clear/Black trim 

$ 

764 

KDF74P5SWN 

PND Fixed 6" Dome, Hi-Res Color, 3.5-8mm Al lens, Smoked/White trim 

$ 

809 

KDF74P5SBN 

PND Fixed 6" Dome, Hi-Res Color, 3.5-8mm Al lens, Smoked/Black trim 

$ 

809 

KDF74P5TWN 

PND Fixed 6" Dome, Hi-Res Color, 3.5-8mm Al lens, Clear/White trim 

$ 

809 

KDF74P5TBN 

PND Fixed 6" Dome, Hi-Res Color, 3.5-8mm Al lens, Clear/Black trim 

$ 

809 

KDF74P6SWN 

PND Fixed 6" Dome, Hi-Res Color, 5.5-33mm Al lens, Smoked/White trim 

$ 

899 

KDF74P6SBN 

PND Fixed 6" Dome, Hi-Res Color, 5.5-33mm Al lens, Smoked/Black trim 

$ 

899 

KDF74P6TWN 

PND Fixed 6” Dome, Hi-Res Color, 5.5-33mm Al lens, Clear/White trim 

$ 

899 

KDF74P6TBN 

PND Fixed 6" Dome, Hi-Res Color, 5.5-33mm Al lens, Clear/Black trim 

$ 

899 

Weather 



KDF74W3S0N 

WTHR Fixed 6" Dome, Hi-Res Color, 3.5-8mm Ml lens, Smoked 

$ 

1,060 

KDF74W3T0N 

WTHR Fixed 6" Dome, Hi-Res Color, 3.5-8mm Ml lens, Clear 

$ 

1,060 

KDF74W4S0N 

WTHR Fixed 6" Dome, Hi-Res Color, 5.5-33mm Ml lens, Smoked 

$ 

1,106 

KDF74W4T0N 

WTHR Fixed 6" Dome, Hi-Res Color, 5.5-33mm Ml lens, Clear 

$ 

1,106 

KDF74W5S0N 

WTHR Fixed 6" Dome, Hi-Res Color, 3.5-8mm Al lens, Smoked 

$ 

1,151 

KDF74W5T0N 

WTHR Fixed 6" Dome, Hi-Res Color, 3.5-8mm Al lens, Clear 

$ 

1,151 

KDF74W6S0N 

WTHR Fixed 6" Dome, Hi-Res Color, 5.5-33mm Al lens, Smoked 

$ 

1,241 

KDF74W6T0N 

WTHR Fixed 6" Dome, Hi-Res Color, 5.5-33mm Al lens, Clear 

$ 

1,241 

Acessories 


1 

517082-7130 

Drop ceiling mounting plate for use with KDF Hard Ceiling Domes 

$ 

16 | 

KD5K Series Fixed 5" Domes 


KD5K In-Ceiling 



KD5KA40111 

KD5 Dome kit, 24vac, In-Ceiling, Clear lower dome, White trim ring, NTSC, 
High res. color, 3.5-8mm Ml 

$ 

539 

KD5KA4011A 

KD5 Dome kit, 24vac, In-Ceiling, Clear lower dome, White trim ring, NTSC, 
High res. color, 3.5-8mm Al 

$ 

629 

KD5KA4011 E 

KD5 Dome kit, 24vac, In-Ceiling, Clear lower dome, White trim ring, NTSC, 
High res. color, 5.5-33mm Ml 

$ 

629 

KD5KA4011G 

KD5 Dome kit, 24vac, In-Ceiling, Clear lower dome, White trim ring, NTSC, 
High res. color, 5.5-33mm Al 

$ 

701 

KD5KA41111 

KD5 Dome kit, 24vac, In-Ceiling, Smoked lower dome, White trim ring, 

NTSC, High res. color, 3.5-8mm Ml 

$ 

539 

KD5KA4111A 

KD5 Dome kit kit, 24vac, In-Ceiling, Smoked lower dome, White trim ring, 
NTSC, High res. color, 3.5-8mm Al 

$ 

629 

KD5KA4111 E 

KD5 Dome kit kit, 24vac, In-Ceiling, Smoked lower dome, White trim ring, 
NTSC, High res. color, 5.5-33mm Ml 

$ 

629 

KD5KA4111G 

KD5 Dome kit kit, 24vac, In-Ceiling, Smoked lower dome, White trim ring, 
NTSC, High res. color, 5.5-33mm Al 

$ 

701 

KD5KA40211 

KD5 Dome kit kit, 24vac, In-Ceiling, Clear lower dome, Black trim ring, 

NTSC, High res. color, 3.5-8mm Ml 

$ 

539 

KD5KA4021A 

KD5 Dome kit, 24vac, In-Ceiling, Clear lower dome, Black trim ring, NTSC, 
High res. color, 3.5-8mm Al 

$ 

629 

KD5KA4021 E 

KD5 Dome kit, 24vac, In-Ceiling, Clear lower dome, Black trim ring, NTSC, 
High res. color, 5.5-33mm Ml 

$ 

629 
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KD5KA4021G 

HONEYWELL UNIT PRICING 

Description 

KD5 Dome kit, 24vac, In-Ceiling, Clear lower dome, Black trim ring, NTSC, 
High res. color, 5.5-33mm Al 

NYS PRICE 

$ 701 1 

KD5KA41211 

KD5 Dome kit, 24vac, In-Ceiling, Smoked lower dome, Black trim ring, 

NTSC, High res. color, 3.5-8mm Ml 

$ 539 

KD5KA4121A 

KD5 Dome kit, 24vac, In-Ceiling, Smoked lower dome, Black trim ring, 

NTSC, High res. color, 3.5-8mm Al 

$ 629 

KD5KA4121 E 

KD5 Dome kit, 24vac, In-Ceiling, Smoked lower dome, Black trim ring, 

NTSC, High res. color, 5.5-33mm Ml 

$ 629 

KD5KA4121G 

KD5 Dome kit, 24vac, In-Ceiling, Smoked lower dome, Black trim ring, 

NTSC, High res. color, 5.5-33mm Al 

$ 701 

KD5KA40141 

KD5 Dome kit, 24vac, In-Ceiling, Clear lower dome, White trim ring, EIA, Std 
res. B/W, 3.5-8mm Ml 

$ 449 

KD5KA4014A 

KD5 Dome kit, 24vac, In-Ceiling, Clear lower dome, White trim ring, EIA, Std 
res. B/W, 3.5-8mm Al 

$ 521 

KD5KA4014E 

KD5 Dome kit, 24vac, In-Ceiling, Clear lower dome, White trim ring, EIA, Std 
res. B/W, 5.5-33mm Ml 

$ 449 

KD5KA4014G 

KD5 Dome kit, 24vac, In-Ceiling, Clear lower dome, White trim ring, EIA, Std 
res. B/W, 5.5-33mm Al 

$ 521 

KD5KA41141 

KD5 Dome kit, 24vac, In-Ceiling, Smoked lower dome, White trim ring, EIA, 
Std res. B/W, 3.5-8mm Ml 

$ 449 

KD5KA4114A 

KD5 Dome kit, 24vac, In-Ceiling, Smoked lower dome, White trim ring, EIA, 
Std res. B/W, 3.5-8mm Al 

$ 521 

KD5KA4114E 

KD5 Dome kit, 24vac, In-Ceiling, Smoked lower dome, White trim ring, EIA, 
Std res. B/W, 5.5-33mm Ml 

$ 449 

KD5KA4114G 

KD5 Dome kit, 24vac, In-Ceiling, Smoked lower dome, White trim ring, EIA, 
Std res. B/W, 5.5-33mm Al 

$ 521 

KD5KA40241 

KD5 Dome kit, 24vac, In-Ceiling, Clear lower dome, Black trim ring, EIA, Std 
res. B/W, 3.5-8mm Ml 

$ 449 

KD5KA4024A 

KD5 Dome kit, 24vac, In-Ceiling, Clear lower dome, Black trim ring, EIA, Std 
res. B/W, 3.5-8mm Al 

$ 521 

KD5KA4024E 

KD5 Dome kit, 24vac, In-Ceiling, Clear lower dome, Black trim ring, EIA, Std 
res. B/W, 5.5-33mm Ml 

$ 449 

KD5KA4024G 

KD5 Dome kit, 24vac, In-Ceiling, Clear lower dome, Black trim ring, EIA, Std 
res. B/W, 5.5-33mm Al 

$ 521 

KD5KA41241 

KD5 Dome kit, 24vac, In-Ceiling, Smoked lower dome, Black trim ring, EIA, 
Std res. B/W, 3.5-8mm Ml 

$ 449 

KD5KA4124A 

KD5 Dome kit, 24vac, In-Ceiling, Smoked lower dome, Black trim ring, EIA, 
Std res. B/W, 3.5-8mm Al 

$ 521 

KD5KA4124E 

KD5 Dome kit, 24vac, In-Ceiling, Smoked lower dome, Black trim ring, EIA, 
Std res. B/W, 5.5-33mm Ml 

$ 449 

KD5KA4124G 

KD5 Dome kit, 24vac, In-Ceiling, Smoked lower dome, Black trim ring, EIA, 
Std res. B/W, 5.5-33mm Al 

$ 521 

KD5K Pendant 



KD5KAB0111 

KD5 Dome kit, 24vac, Pendant, Clear lower dome, White trim ring, NTSC, 
High res. color, 3.5-8mm Ml 

$ 539 

KD5KAB011A 

KD5 Dome kit, 24vac, Pendant, Clear lower dome, White trim ring, NTSC, 
High res. color, 3.5-8mm Al 

$ 629 

KD5KAB011 E 

KD5 Dome kit, 24vac, Pendant, Clear lower dome, White trim ring, NTSC, 
High res. color, 5.5-33mm Ml 

$ 629 

KD5KAB011G 

KD5 Dome kit, 24vac, Pendant, Clear lower dome, White trim ring, NTSC, 
High res. color, 5.5-33mm Al 

$ 701 

KD5KAB1111 

KD5 Dome kit, 24vac, Pendant, Smoked lower dome, White trim ring, NTSC, 
High res. color, 3.5-8mm Ml 

$ 539 

KD5KAB111A 

KD5 Dome kit, 24vac, Pendant, Smoked lower dome, White trim ring, NTSC, 
High res. color, 3.5-8mm Al 

$ 629 

KD5KAB111 E 

KD5 Dome kit, 24vac, Pendant, Smoked lower dome, White trim ring, NTSC, 
High res. color, 5.5-33mm Ml 

$ 629 

KD5KAB111G 

KD5 Dome kit, 24vac, Pendant, Smoked lower dome, White trim ring, NTSC, 
High res. color, 5.5-33mm Al 

$ 701 


sazzi 44/t>(Honeyweii).xis 
































NYS OGS Procurement Services 


Group 38221 - Alarm & Signal Systems 


Award - C-4476-G 



Contract - PC56295 




Part 

No. 

KD5KAB0211 

HONEYWELL UNIT PRICING 

Description 

KD5 Dome kit, 24vac, Pendant, Clear lower dome, Black trim ring, NTSC, 
High res. color, 3.5-8mm Ml 

NYS PRICE 

$ 539 1 

KD5KAB021A 

KD5 Dome kit, 24vac, Pendant, Clear lower dome, Black trim ring, NTSC, 
High res. color, 3.5-8mm Al 

$ 

629 

KD5KAB021 E 

KD5 Dome kit, 24vac, Pendant, Clear lower dome, Black trim ring, NTSC, 
High res. color, 5.5-33mm Ml 

$ 

629 

KD5KAB021G 

KD5 Dome kit, 24vac, Pendant, Clear lower dome, Black trim ring, NTSC, 
High res. color, 5.5-33mm Al 

$ 

701 

KD5KAB1211 

KD5 Dome kit, 24vac, Pendant, Smoked lower dome, Black trim ring, NTSC, 
High res. color, 3.5-8mm Ml 

$ 

539 

KD5KAB121A 

KD5 Dome kit, 24vac, Pendant, Smoked lower dome, Black trim ring, NTSC, 
High res. color, 3.5-8mm Al 

$ 

629 

KD5KAB121 E 

KD5 Dome kit, 24vac, Pendant, Smoked lower dome, Black trim ring, NTSC, 
High res. color, 5.5-33mm Ml 

$ 

629 

KD5KAB121G 

KD5 Dome kit, 24vac, Pendant, Smoked lower dome, Black trim ring, NTSC, 
High res. color, 5.5-33mm Al 

$ 

701 

KD5KAB0141 

KD5 Dome kit, 24vac, Pendant, Clear lower dome, White trim ring, EIA, Std 
res. B/W, 3.5-8mm Ml 

$ 

449 

KD5KAB014A 

KD5 Dome kit, 24vac, Pendant, Clear lower dome, White trim ring, EIA, Std 
res. B/W, 3.5-8mm Al 

$ 

521 

KD5KAB014E 

KD5 Dome kit, 24vac, Pendant, Clear lower dome, White trim ring, EIA, Std 
res. B/W, 5.5-33mm Ml 

$ 

449 

KD5KAB014G 

KD5 Dome kit, 24vac, Pendant, Clear lower dome, White trim ring, EIA, Std 
res. B/W, 5.5-33mm Al 

$ 

521 

KD5KAB1141 

KD5 Dome kit, 24vac, Pendant, Smoked lower dome, White trim ring, EIA, 

Std res. B/W, 3.5-8mm Ml 

$ 

449 

KD5KAB114A 

KD5 Dome kit, 24vac, Pendant, Smoked lower dome, White trim ring, EIA, 

Std res. B/W, 3.5-8mm Al 

$ 

521 

KD5KAB114E 

KD5 Dome kit, 24vac, Pendant, Smoked lower dome, White trim ring, EIA, 

Std res. B/W, 5.5-33mm Ml 

$ 

449 

KD5KAB114G 

KD5 Dome kit, 24vac, Pendant, Smoked lower dome, White trim ring, EIA, 

Std res. B/W, 5.5-33mm Al 

$ 

521 

KD5KAB0241 

KD5 Dome kit, 24vac, Pendant, Clear lower dome, Black trim ring, EIA, Std 
res. B/W, 3.5-8mm Ml 

$ 

449 

KD5KAB024A 

KD5 Dome kit, 24vac, Pendant, Clear lower dome, Black trim ring, EIA, Std 
res. B/W, 3.5-8mm Al 

$ 

521 

KD5KAB024E 

KD5 Dome kit, 24vac, Pendant, Clear lower dome, Black trim ring, EIA, Std 
res. B/W, 5.5-33mm Ml 

$ 

449 

KD5KAB024G 

KD5 Dome kit, 24vac, Pendant, Clear lower dome, Black trim ring, EIA, Std 
res. B/W, 5.5-33mm Al 

$ 

521 

KD5KAB1241 

KD5 Dome kit, 24vac, Pendant, Smoked lower dome, Black trim ring, EIA, 

Std res. B/W, 3.5-8mm Ml 

$ 

449 

KD5KAB124A 

KD5 Dome kit, 24vac, Pendant, Smoked lower dome, Black trim ring, EIA, 

Std res. B/W, 3.5-8mm Al 

$ 

521 

KD5KAB124E 

KD5 Dome kit, 24vac, Pendant, Smoked lower dome, Black trim ring, EIA, 

Std res. B/W, 5.5-33mm Ml 

$ 

449 

KD5KAB124G 

KD5 Dome kit, 24vac, Pendant, Smoked lower dome, Black trim ring, EIA, 

Std res. B/W, 5.5-33mm Al 

$ 

521 

KD5K In-Ceiling with Cat 5 


KD5KA40111C 

KD5 Dome kit, 24vac, In-Ceiling, Clear lower dome, White trim ring, NTSC, 
High res. color, 3.5-8mm Ml, UTP/Cat5 

$ 

774 

KD5KA4011 AC 

KD5 Dome kit, 24vac, In-Ceiling, Clear lower dome, White trim ring, NTSC, 
High res. color, 3.5-8mm Al, UTP/ Cat5 

$ 

846 

KD5KA4011 EC 

KD5 Dome kit, 24vac, In-Ceiling, Clear lower dome, White trim ring, NTSC, 
High res. color, 5.5-33mm Ml, UTP/ Cat5 

$ 

846 

KD5KA4011GC 

KD5 Dome kit, 24vac, In-Ceiling, Clear lower dome, White trim ring, NTSC, 
High res. color, 5.5-33mm Al, UTP/ Cat5 

$ 

918 

KD5KA41111C 

KD5 Dome kit, 24vac, In-Ceiling, Smoked lower dome, White trim ring, 

NTSC, High res. color, 3.5-8mm Ml, UTP/ Cat5 

$ 

774 
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No. 

KD5KA4111 AC 

HONEYWELL UNIT PRICING 

Description 

KD5 Dome kit, 24vac, In-Ceiling, Smoked lower dome, White trim ring, 

NTSC, High res. color, 3.5-8mm Al, UTP/ Cat5 

NYS PRICE 

$ 846 1 

KD5KA4111 EC 

KD5 Dome kit, 24vac, In-Ceiling, Smoked lower dome, White trim ring, 

NTSC, High res. color, 5.5-33mm Ml, UTP/ Cat5 

$ 846 

KD5KA4111GC 

KD5 Dome kit, 24vac, In-Ceiling, Smoked lower dome, White trim ring, 

NTSC, High res. color, 5.5-33mm Al, UTP/ Cat5 

$ 918 

KD5KA40211C 

KD5 Dome kit, 24vac, In-Ceiling, Clear lower dome, Black trim ring, NTSC, 
High res. color, 3.5-8mm Ml, UTP/Cat5 

$ 774 

KD5KA4021 AC 

KD5 Dome kit, 24vac, In-Ceiling, Clear lower dome, Black trim ring, NTSC, 
High res. color, 3.5-8mm Al, UTP/ Cat5 

$ 846 

KD5KA4021 EC 

KD5 Dome kit, 24vac, In-Ceiling, Clear lower dome, Black trim ring, NTSC, 
High res. color, 5.5-33mm Ml, UTP/ Cat5 

$ 846 

KD5KA4021GC 

KD5 Dome kit, 24vac, In-Ceiling, Clear lower dome, Black trim ring, NTSC, 
High res. color, 5.5-33mm Al, UTP/ Cat5 

$ 918 

KD5KA41211C 

KD5 Dome kit, 24vac, In-Ceiling, Smoked lower dome, Black trim ring, 

NTSC, High res. color, 3.5-8mm Ml, UTP/ Cat5 

$ 774 

KD5KA4121AC 

KD5 Dome kit, 24vac, In-Ceiling, Smoked lower dome, Black trim ring, 

NTSC, High res. color, 3.5-8mm Al, UTP/ Cat5 

$ 846 

KD5KA4121 EC 

KD5 Dome kit, 24vac, In-Ceiling, Smoked lower dome, Black trim ring, 

NTSC, High res. color, 5.5-33mm Ml, UTP/ Cat5 

$ 846 

KD5KA4121GC 

KD5 Dome kit, 24vac, In-Ceiling, Smoked lower dome, Black trim ring, 

NTSC, High res. color, 5.5-33mm Al, UTP/ Cat5 

$ 918 

KD5KA40141C 

KD5 Dome kit, 24vac, In-Ceiling, Clear lower dome, White trim ring, EIA, Std 
res. B/W, 3.5-8mm Ml, UTP/ Cat5 

$ 576 

KD5KA4014AC 

KD5 Dome kit, 24vac, In-Ceiling, Clear lower dome, White trim ring, EIA, Std 
res. B/W, 3.5-8mm Al, UTP/ Cat5 

$ 648 

KD5KA4014EC 

KD5 Dome kit, 24vac, In-Ceiling, Clear lower dome, White trim ring, EIA, Std 
res. B/W, 5.5-33mm Ml, UTP/ Cat5 

$ 515 

KD5KA4014GC 

KD5 Dome kit, 24vac, In-Ceiling, Clear lower dome, White trim ring, EIA, Std 
res. B/W, 5.5-33mm Al, UTP/ Cat5 

$ 587 

KD5KA41141C 

KD5 Dome kit, 24vac, In-Ceiling, Smoked lower dome, White trim ring, EIA, 
Std res. B/W, 3.5-8mm Ml, UTP/ Cat5 

$ 576 

KD5KA4114AC 

KD5 Dome kit, 24vac, In-Ceiling, Smoked lower dome, White trim ring, EIA, 
Std res. B/W, 3.5-8mm Al, UTP/ Cat5 

$ 648 

KD5KA4114EC 

KD5 Dome kit, 24vac, In-Ceiling, Smoked lower dome, White trim ring, EIA, 
Std res. B/W, 5.5-33mm Ml, UTP/ Cat5 

$ 515 

KD5KA4114GC 

KD5 Dome kit, 24vac, In-Ceiling, Smoked lower dome, White trim ring, EIA, 
Std res. B/W, 5.5-33mm Al, UTP/ Cat5 

$ 587 

KD5KA40241C 

KD5 Dome kit, 24vac, In-Ceiling, Clear lower dome, Black trim ring, EIA, Std 
res. B/W, 3.5-8mm Ml, UTP/ Cat5 

$ 576 

KD5KA4024AC 

KD5 Dome kit, 24vac, In-Ceiling, Clear lower dome, Black trim ring, EIA, Std 
res. B/W, 3.5-8mm Al, UTP/ Cat5 

$ 648 

KD5KA4024EC 

KD5 Dome kit, 24vac, In-Ceiling, Clear lower dome, Black trim ring, EIA, Std 
res. B/W, 5.5-33mm Ml, UTP/ Cat5 

$ 515 

KD5KA4024GC 

KD5 Dome kit, 24vac, In-Ceiling, Clear lower dome, Black trim ring, EIA, Std 
res. B/W, 5.5-33mm Al, UTP/ Cat5 

$ 587 

KD5KA41241C 

KD5 Dome kit, 24vac, In-Ceiling, Smoked lower dome, Black trim ring, EIA, 
Std res. B/W, 3.5-8mm Ml, UTP/ Cat5 

$ 576 

KD5KA4124AC 

KD5 Dome kit, 24vac, In-Ceiling, Smoked lower dome, Black trim ring, EIA, 
Std res. B/W, 3.5-8mm Al, UTP/ Cat5 

$ 648 

KD5KA4124EC 

KD5 Dome kit, 24vac, In-Ceiling, Smoked lower dome, Black trim ring, EIA, 
Std res. B/W, 5.5-33mm Ml, UTP/ Cat5 

$ 515 

KD5KA4124GC 

KD5 Dome kit, 24vac, In-Ceiling, Smoked lower dome, Black trim ring, EIA, 
Std res. B/W, 5.5-33mm Al, UTP/ Cat5 

$ 587 

KD5K Pendant Cat £ 



KD5KAB0111C 

KD5 Dome kit, 24vac, Pendant, Clear lower dome, White trim ring, NTSC, 
High res. color, 3.5-8mm Ml, UTP/Cat5 

$ 774 

KD5KAB011 AC 

KD5 Dome kit, 24vac, Pendant, Clear lower dome, White trim ring, NTSC, 
High res. color, 3.5-8mm Al, UTP/ Cat5 

$ 846 
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Part 

No. Description NYS PRICE 

KD5KAB011EC KD5 Dome kit, 24vac, Pendant, Clear lower dome, White trim ring, NTSC, $ 846 

_High res, color, 5.5-33mm Ml, UTP/ Cat5_ 


KD5KAB011GC KD5 Dome kit, 24vac, Pendant, Clear lower dome, White trim ring, NTSC, $ 918 

_High res, color, 5.5-33mm Al, UTP/ Cat5_ 


KD5KAB1111C KD5 Dome kit, 24vac, Pendant, Smoked lower dome, White trim ring, NTSC, $ 774 

_High res, color, 3.5-8mm Ml, UTP/ Cat5_ 


KD5KAB111AC KD5 Dome kit, 24vac, Pendant, Smoked lower dome, White trim ring, NTSC, $ 846 

_High res, color, 3.5-8mm Al, UTP/ Cat5_ 


KD5KAB111EC KD5 Dome kit, 24vac, Pendant, Smoked lower dome, White trim ring, NTSC, $ 846 

_High res, color, 5.5-33mm Ml, UTP/ Cat5_ 


KD5KAB111GC KD5 Dome kit, 24vac, Pendant, Smoked lower dome, White trim ring, NTSC, $ 918 

_High res, color, 5.5-33mm Al, UTP/ Cat5_ 


KD5KAB0211C KD5 Dome kit, 24vac, Pendant, Clear lower dome, Black trim ring, NTSC, $ 774 

_High res, color, 3.5-8mm Ml, UTP/ Cat5_ 


KD5KAB021AC KD5 Dome kit, 24vac, Pendant, Clear lower dome, Black trim ring, NTSC, $ 846 

_High res, color, 3.5-8mm Al, UTP/ Cat5_ 


KD5KAB021EC KD5 Dome kit, 24vac, Pendant, Clear lower dome, Black trim ring, NTSC, $ 846 

_High res, color, 5.5-33mm Ml, UTP/ Cat5_ 


KD5KAB021GC KD5 Dome kit, 24vac, Pendant, Clear lower dome, Black trim ring, NTSC, $ 918 

_High res, color, 5.5-33mm Al, UTP/ Cat5_ 


KD5KAB1211C KD5 Dome kit, 24vac, Pendant, Smoked lower dome, Black trim ring, NTSC, $ 774 

_High res, color, 3.5-8mm Ml, UTP/ Cat5_ 


KD5KAB121AC KD5 Dome kit, 24vac, Pendant, Smoked lower dome, Black trim ring, NTSC, $ 846 

_High res, color, 3.5-8mm Al, UTP/ Cat5_ 


KD5KAB121EC KD5 Dome kit, 24vac, Pendant, Smoked lower dome, Black trim ring, NTSC, $ 846 

_High res, color, 5.5-33mm Ml, UTP/ Cat5_ 


KD5KAB121GC KD5 Dome kit, 24vac, Pendant, Smoked lower dome, Black trim ring, NTSC, $ 918 

_High res, color, 5.5-33mm Al, UTP/ Cat5_ 


KD5KAB0141C KD5 Dome kit, 24vac, Pendant, Clear lower dome, White trim ring, EIA, Std $ 576 

_res. B/W, 3.5-8mm Ml, UTP/ Cat5_ 


KD5KAB014AC KD5 Dome kit, 24vac, Pendant, Clear lower dome, White trim ring, EIA, Std $ 648 

_res. B/W, 3.5-8mm Al, UTP/ Cat5_ 


KD5KAB014EC KD5 Dome kit, 24vac, Pendant, Clear lower dome, White trim ring, EIA, Std $ 515 

_res. B/W, 5.5-33mm Ml, UTP/ Cat5_ 


KD5KAB014GC KD5 Dome kit, 24vac, Pendant, Clear lower dome, White trim ring, EIA, Std $ 587 

_res. B/W, 5.5-33mm Al, UTP/ Cat5_ 


KD5KAB1141C KD5 Dome kit, 24vac, Pendant, Smoked lower dome, White trim ring, EIA, $ 576 

_Std res. B/W, 3.5-8mm Ml, UTP/ Cat5_ 


KD5KAB114AC KD5 Dome kit, 24vac, Pendant, Smoked lower dome, White trim ring, EIA, $ 648 

_Std res. B/W, 3.5-8mm Al, UTP/ Cat5_ 


KD5KAB114EC KD5 Dome kit, 24vac, Pendant, Smoked lower dome, White trim ring, EIA, $ 515 

_Std res. B/W, 5.5-33mm Ml, UTP/ Cat5_ 


KD5KAB114GC KD5 Dome kit, 24vac, Pendant, Smoked lower dome, White trim ring, EIA, $ 587 

_Std res. B/W, 5.5-33mm Al, UTP/ Cat5_ 


KD5KAB0241C KD5 Dome kit, 24vac, Pendant, Clear lower dome, Black trim ring, EIA, Std $ 576 

_res. B/W, 3.5-8mm Ml, UTP/ Cat5_ 


KD5KAB024AC KD5 Dome kit, 24vac, Pendant, Clear lower dome, Black trim ring, EIA, Std $ 648 

_res. B/W, 3.5-8mm Al, UTP/ Cat5_ 


KD5KAB024EC KD5 Dome kit, 24vac, Pendant, Clear lower dome, Black trim ring, EIA, Std $ 515 

_res. B/W, 5.5-33mm Ml, UTP/ Cat5_ 


KD5KAB024GC KD5 Dome kit, 24vac, Pendant, Clear lower dome, Black trim ring, EIA, Std $ 587 

_res. B/W, 5.5-33mm Al, UTP/ Cat5_ 


KD5KAB1241C KD5 Dome kit, 24vac, Pendant, Smoked lower dome, Black trim ring, EIA, $ 576 

_Std res. B/W, 3.5-8mm Ml, UTP/ Cat5_ 


KD5KAB124AC KD5 Dome kit, 24vac, Pendant, Smoked lower dome, Black trim ring, EIA, $ 648 

_Std res. B/W, 3.5-8mm Al, UTP/ Cat5_ 


KD5KAB124EC KD5 Dome kit, 24vac, Pendant, Smoked lower dome, Black trim ring, EIA, $ 515 

Std res. B/W, 5.5-33mm Ml, UTP/ Cat5 



KD5KAB124GC 


$ 


587 
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KD5K Series Fixed 5" Domes 


KD5K Pendant Dome Mount Options 


SDWM5 

Indoor Decorator Wall Mount for KD5K Pendant Domes. For electrical back 
box Mounting to wall. (Electrical Back Box Included) 

$ 

124 

MDLM5 

Indoor Decorator Wall Mount for KD5K Pendant Domes. For Lag Bolt 
Fastening to wall. (Lag Bolts Not Included) 

$ 

106 

LCWM5 

Low Cost Black Pipe Wall Mount 

$ 

22 

LCBP56 

Low Cost Black Pendant Mount 6" 

$ 

29 

LCBP512 

Low Cost Black Pendant Mount 12'' 

$ 

32 

LCBP524 

Low Cost Black Pendant Mount 24'' 

$ 

40 

PBPM56 

Polished Brass Pendant Mount 6'' 

$ 

54 

PBPM512 

Polished Brass Pendant Mount 12" 

$ 

61 

PBPM524 

Polished Brass Pendant Mount 24" 

$ 

76 

Rugged Fixed Domes 


DuraCam - B/W 



Domes 



VK44R36C 

DuraCam 4" Flush Dome, Standard Resolution Black & White Camera, Clear 
Lower Dome with Liner, 3.6mm Lens, 24 VAC/LL 


286 

VK44RVMC 

DuraCam flush Dome, Black & White Standard Resolution, 4" Clear w/liner, 4- 
8mm Varifocal, 24 VAC/LL 

$ 

376 

VK44D36C 

DuraCam 4" Surface Dome, Standard Resolution Black & White Camera, 
Clear Lower Dome with Liner, 3.6mm Lens, 24 VAC/LL 


286 

VK44DVMC 

DuraCam Surface Dome, Black & White Standard Resolution, 4" Clear 
w/liner, 4-8mm Varifocal, 24 VAC/LL 

$ 

376 

Rugged Fixed Domes 


DuraCam - B/W 






VK44W36S 

DuraCam Ceiling Wedge, Standard Resolution Black & White Camera, Clear 
Lower Dome with Liner, 3.6mm Lens, 24 VAC/LL 


286 

VK44WVMS 

DuraCam Wedge, Black & White Standard Resolution, 4-8mm Varifocal, 24 
VAC/LL 

$ 

376 

Rugged Fixed Domes 


DuraCam - B/W 



Corner Mounts 



VK44C36S 

DuraCam Corner Mount, Standard Resolution Black & White Camera, Clear 
Lower Dome with Liner, 3.6mm Lens, 24 VAC/LL 


286 

VK44CVMS 

DuraCam Corner Mount, Black & White Standard Resolution, 4-8mm 

Varifocal, 24 VAC/LL 

$ 

376 

Rugged Fixed Domes 


DuraCam - B/W 



Auto-Iris 



VK44RVAC 

DuraCam flush Dome, Black & White Standard Resolution, 4" Clear w/liner, 4- 
8mm Varifocal Auto-Iris Lens, 24 VAC/LL 


421 

VK44DVAC 

DuraCam Surface Dome, Black & White Standard Resolution, 4" Clear 
w/liner, 4-8mm Varifocal Auto-Iris Lens, 24 VAC/LL 


421 

VK44WVAS 

DuraCam Wedge, Black & White Standard Resolution, 4-8mm Varifocal Auto- 
Iris Lens, 24 VAC/LL 


421 

VK44CVAS 

DuraCam Corner Mount, Black & White Standard Resolution, 4-8mm 

Varifocal Auto-Iris Lens, 24 VAC/LL 


421 

Rugged Fixed Domes 


DuraCam - B/W 


DuraCam Accessories 


VKL12FB 

DuraCam Lens 12mm F3.8, B/W 

$ 

18 

VKL08FB 

DuraCam Lens, 8mm F3.8, B/W 

$ 

18 

VKL29FB 

DuraCam Lens 2.9mm F3.8, B/W 

$ 

23 

VKH020W 

DuraCam heater 20 watt, 12VDC/24 VAC for Dome, Corner and Wedge 
(VKxxD, R, W, C) 


34 

Rugged Fixed Domes 


DuraCam - Color 1 
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VK74R36C 


HONEYWELL UNIT PRICING 

Description 

I DuraCam 4" Flush Dome, high-resolution Color Camera, Clear Lower Dome 


NYS PRICE 

$ 448 


VK74RVMC 

DuraCam Flush Dome, Clear high-resolution , 4" Clear w/liner, 4-8mm 
Varifocal, 24 VAC/LL 

VK74D36C 

DuraCam 4" Surface Dome, high-resolution Color Camera, Clear Lower 
Dome with Liner, 3.6mm Lens, 24 VAC/LL 

VK74DVMC 

DuraCam Surface Dome, Clear high-resolution, 4” Clear w/liner, 4-8mm 
Varifocal, 24 VAC/LL 

Ruqqed Fixed Domes 


DuraCam - Color 





VK74W36S DuraCam Ceiling Wedge, high-resolution Color Camera, Clear Lower Dome 

with Liner, 3.6mm Lens, 24 VAC/LL 


VK74WVMS DuraCam Wedge, Clear hiqh-resolution, 4-8mm Varifocal, 24 VAC/LL 


Ruqqed Fixed Domes 


DuraCam - Color 


Corner Mounts 


VK74C36S 


VK74CVMS 


DuraCam , high-resolution Color Camera, Clear Lower Dome with Liner, 
3.6mm Lens, 24 VAC/LL 


DuraCam Corner Mount, Clear high-resolution, 4-8mm Varifocal, 24 VAC/LL $ 


Ruqqed Fixed Domes 


DuraCam - Color 


Auto-Iris 


VK74RVAC 


VK74DVAC 


VK74WVAS 


VK74CVAS 


DuraCam Flush Dome, 4" Clear lower dome with liner, high-resolution , Color 
Camera, 4-8mm Varifocal Auto-Iris Lens, 24 VAC/LL 


DuraCam Surface Dome, 4" Clear lower dome with liner, high-resolution , $ 

Color Camera, 4-8mm Varifocal Auto-Iris Lens, 24 VAC/LL 


DuraCam Wedge, Clear high-resolution, 4-8mm Varifocal Auto-Iris Lens, 24 
VAC/LL 


DuraCam Corner Mount, Clear high-resolution, 4-8mm Varifocal Auto-Iris 
Lens, 24 VAC/LL 


Ruqqed Fixed Domes 


DuraCam - Color 


DuraCam Accessories 


VKL08FC DuraCam Lens 8mm, F2.0, Color $ 


VKL12FC DuraCam Lens 12mm F2.0, Color $ 


VKL29FC DuraCam Lens 2.9mm F2.0, Color $ 


VKH020W DuraCam heater 20 watt, 12VDC/24 VAC for Dome, Corner and Wedge 

_(VKxxD, R, W, C)_ 


Dome Accessories 


Dome Mounts for all Dome Systems (Except KD5, see KD5 section for Mounting hardware 


Indoor Pendant 


Pendant Mount, 1' in length, Channelrome Finish $ 


Pendant Mount, 2' in length, Channelrome Finish_1$ 


Pendant Mount, 4' in length, Channelrome Finish $ 


Pendant Mount, 8' in length, Channelrome Finish I $ 


DPMCR1 


DPMCR2 


DPMCR4 


DPMCR8 


Indoor Wall Mount 


DWMCR 


Fixed Mini Domes 


KDM Series 


KDM520CN 


KDM53FCN 


KDM53FWN 


KDM53FPN 


KDM56FCN 


KDM56FWN 


KDM56FPN 


KDM58FCN 


|Wall Mount, 1' in length, Channelrome Finish 


Pre-packaged miniture dome, camera, and lens, standard resolution color, 
12vdc 


MiniDome, 3.6mm, Fixed Iris, In-Ceiling, Std. Resolution, Color 


MiniDome, 3.6mm, Fixed Iris, Wall Mount, Std. Resolution, Color 


MiniDome, 3.6mm, Fixed Iris, Pendant, Std. Resolution, Color 


iMiniDome, 6mm, Fixed Iris, In-Ceiling, Std. Resolution, Color_ 


MiniDome, 6mm, Fixed Iris, Wall Mount, Std. Resolution, Color 


MiniDome, 6mm, Fixed Iris, Pendant, Std. Resolution, Color 


MiniDome, 8mm, Fixecbb'«?-jazf3^;i|liflflinStd><=RP§ia : lution, Color 






























































































NYS OGS Procurement Services _ 

Group 38221 - Alarm & Signal Systems 

Award - C-4476-G _ 

Contract - PC56295 


Part 

No. 

KDM58FWN 

HONEYWELL UNIT PRICING 

Description 

MiniDome, 8mm, Fixed Iris, In-Ceiling, Std. Resolution, Color 

NYS PRICE 

| $ 207 | 

KDM58FPN 

MiniDome, 8mm, Fixed Iris, In-Ceiling, Std. Resolution, Color 

$ 

207 

KDM5VMCN 

MiniDome, 4-8mm VF Manual Iris, In-Ceiling, Std. Resolution, Color 

$ 

269 

KDM5VMWN 

MiniDome, 4-8mm VF Manual Iris, Wall, Std. Resolution, Color 

$ 

269 

KDM5VMPN 

MiniDome, 4-8mm VF Manual Iris, Pendant, Std. Resolution, Color 

$ 

269 

KDM5VACN 

MiniDome, 4-8mm VF Auto Iris, In-Ceiling, Std. Resolution, Color 

$ 

297 

KDM5VAWN 

MiniDome, 4-8mm VF Auto Iris, Wall, Std. Resolution, Color 

$ 

297 

KDM5VAPN 

MiniDome, 4-8mm VF Auto Iris, Pendant, Std. Resolution, Color 

$ 

297 


OGS PRICE 


Monitors 


B/W Monitors 


KM0900MN 


KM1200MN 


KM1400MN 


KM1750MN 


KM2000MN 


Standard CCTV 


Monitors 


Color Monitors 


KM1400CN 


KM1450CN 


KM1500CN 


KM1900CN 


KM2100CN 


9” B/W general purpose monitor, >800 TVL, multi-standard EIA/CCIR, Auto- 
terminatinq video loop-through, Rack Mountable 


12” B/W general purpose monitor, >800 TVL, multi-standard EIA/CCIR, Auto- 
terminatinq video loop-throuqh, Rack Mountable 


14” B/W general purpose monitor, >800 TVL, multi-standard EIA/CCIR, Auto- 
terminatinq video loop-throuqh, Rack Mountable 


17" B/W high-resolution monitor with 1000 TVL; Auto EIA/CCIR scan system 
selectable and manual termination; front panel controls; Black cabinet; Rack 
Mountable 


20" B/W high-performance monitor, >900 TVL, OSD, over/underscan, 
sharpness control, 2 video channels, 1 audio channel, Auto terminating loop 
through, Auto PAL/NTSC scan, Rack Mountable 


Components 


14" Color high-performance monitor, >400 TVL, OSD, over/underscan, 
sharpness control, 2 composite video inputs, 1 Y/C input, 2 audio channels, 
comb filter, Auto terminating loop through, Auto PAL/NTSC scan, Rack 
Mountable 


14" general purpose Color monitor, 380 TVL, one looping video input, metal 
cabinet, Rack Mountable 


15" Color high-resolution monitor, >650 TVL, OSD, over/underscan, 
sharpness control, 2 composite video inputs, 1 Y/C input, 2 audio channels, 
comb filter, Auto terminating loop through, Auto PAL/NTSC scan, Rack 
Mountable 


19" Color high-resolution monitor, >650 TVL, OSD, over/underscan, 
sharpness control, 2 composite video inputs, etc..._ 


21" Color high-resolution monitor, >450 TVL, OSD, over/underscan, 
sharpness control, 2 composite video inputs, 1 Y/C input, 2 audio channels, 
comb filter, Auto terminating loop through, Auto PAL/NTSC scan 


Standard CCTV Components 


Monitors 


Monitor Rack Mounts 


B/W Monitor Rack Mounts 


MA0900GR 19" Rack Mount for 9" monitor KM0900MN, dual rack, qra 


MA1200GR 19" Rack Mount for 12" monitor KM1200MN, gray 


MAI 401GR 19" Rack Mount for 14" monitor KM1400MN, qra 


MA1750GR 19" Rack Mount for 17" monitor KM1750MN, Black 


MA2000GR 19" Rack Mount for 20" monitor KM2000MN, qra 


Standard CCTV Components 


Monitors 


Monitor Rack Mounts 


Color Monitor Rack Mounts 


MA0910GR 19" rack mount for 9" color monitor, KM0900CN, black 


MA1400GR 







$ 

72 

$ 

81 

$ 

85 

$ 

99 

$ 

99 





$ 

86 

$ 

85 






































































NYS OGS Procurement Services _ 

Group 38221 - Alarm & Signal Systems 
Award - C-4476-G 


Contract - PC56295 

HONEYWELL UNIT PRICING 



Part 




No. 

Description 

NYS PRICE 

MA1500GR 

19" Rack Mount for 15" monitor KM1500CN, gray 

$ 

85 

MA1900GR 

19" Rack Mount for 19" monitor KM1900CN, gray 

$ 

99 

MA21MMGR 

Monitor Mount for the KM21OOCN, gray 

$ 

196 

Standard CCTV Components 



Monitors 


Monitor Rack Mounts 


Monitor Mounts and Brackets 


MA1417GR 

Monitor Mount for 14"-17" monitors, gray 

MAWB180G 

Monitor Mount/wall bracket for the MA21 mmGR & MA1417GR 

MA09MMGR 

9" Monitor wall-Mount w/integral bracket for KM0900MN 

MA12MMGR 

12" Monitor wall-Mount w/integral bracket for KM1200MN 

Standard CCTV Components 

Multiplexers, Quads & Switchers 



KX1600MD 

16-channel B/W duplex Multiplexer, full 2x2, 7-way, 3x3, 10-way, 4x4, Zoom, 
PIP 1, PIP 2, activity detection 

KX1610CN 

16-channel Color duplex Multiplexer, 60 unique FPS, 36 screen displays, 
dynamic scene sensing (DSS), Camera switch pulse, hidden Camera 
function, weekly schedule, digital picture adjust 

Standard CCTV Components 

Multiplexers, Quads & Switchers 

Multiplexer & VCR Packages 

KXR0D16C 

KX161OCN 16-channel Color duplex Multiplexer with KR4096PIN 24-Hr real- 
time/96-Hr High-Density Recorder 

KXR0D16M 

KX1600MD 16-channel B/W duplex Multiplexer with KR4096HN 24-Hr real- 
time/96-Hr High-Density Recorder 

KXR1D16C 

KX161 OCN 16-channel Color duplex Multiplexer with KR4096HN 24-Hr real- 
time/96-Hr High-Density Recorder and KM1400CN 14" Color high- 
performance monitor 

KXR1D16M 

KX1600MD 16-channel B/W duplex Multiplexer with KR4096HN 24-Hr real- 
time/96-Hr High-Density Recorder and KM1700MN 17" B/W high- 
performance monitor 

KXR2D16C 

KX161 OCN 16-channel Color duplex Multiplexer with KR4096HN 24-Hr real- 
time/96-Hr High-Density Recorder and KM21 OOCN 21" Color high- 
performance monitor 

KXR2D16M 

KX1600MD 16-channel B/W duplex Multiplexer with KR4096HN 24-Hr real- 
time/96-Hr High-Density Recorder and KM2000MN 20" B/W high- 
performance monitor 

Standard CCTV Components 

Multiplexers, Quads & Switchers 

Real-Time Quad Processors 

KQ8300MN 

4-channel b/w real-time quad processor, high-resolution, time/date generator, 
Camera titling, multi-language, Auto terminating, four alarm inputs /1 alarm 
output 

KQ7300CN 

4-channel Color real-time quad processor, high-resolution, time/date 
generator, Camera titling, PIP, quadrant assign, zoom playback, multi¬ 
language, Auto terminating, four alarm inputs /1 alarm output 

KQ7304CU 

4-channel Color real-time quad processor, high-resolution, time/date 
generator, Camera titling, PIP, quadrant assignment, on-screen programming 

Standard CCTV Components 

Multiplexers, Quads & Switchers 

Sequential Switchers 

KSS08T1 U 

8 input and 1 output sequential switcher, vertical interval switching, bypass or 
home or Auto switching, adjustable 1-40 second dwell time 

TRK-S 

Single unit KSS08T1U 19" Rack Mount kit 

TRK-D 

Double unit KSS08T1U 19" Rack Mount kit 

Standard CCTV Components 











VCRs 


Real-Time/Event Recorders 
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Contract - PC56295 

Part 

No. 

KR4008EN 

HONEYWELL UNIT PRICING 

Description 

4-head, commercial/industrial 8-hour real-time recorder with MAX-1000™ 
interface; multiple frame-by-frame playback speeds; full remote control and 
record status monitoring via RJ-11/4 Connector (IR format) 

NYS PRICE 

$ 358 1 

KR6008EN 

4-head multi-functional 8-hour real-time, event recorder, Series recording 
capable, on-screen titling, digital jog shuttle 


Standard CCTV Components 


VCRs ~] 


Time Lapse Recorders 


KR4096HN 

24-hour virtual real-time, up to 96 hour High-Density with T-120 tape; super¬ 
resolution mode of over 400 lines on standard VHS tapes; variety of search & 
playback functions via jog dial/shuttle ring; and RS-232C interface for remote 
operation. 

$ 796 

KSR40CTCN 

24-hour virtual real-time, up to 40 hour time lapse with T-160 tape; video 
resolution up to 330 lines; variety of search & playback functions via jog 
dial/shuttle ring 

m 

KSR128TCN 

24-hour virtual real-time, up to 128 hour time lapse with T-160 tape; video 
resolution up to 330 lines; variety of search & playback functions via front 
panel buttons 


KSR1280TN 

24-hour virtual real-time, up to 1280 hour time lapse with T-160 tape; video 
resolution up to 330 lines; variety of search & playback functions via jog 
dial/shuttle ring 

$ 572 

Standard CCTV Components 


VCRs 



VCR Accessories 



MI-R9100 

Remote control for KR4040HN, KR4096HN and KR4168HN 

$ 72 

KHVCRLB1 

VCR Lock Box 

$ 196 

EM-KEY 

Replacement key for the KHVCRLB1 VCR Lock Box 

$ 9 

VD-T160PLUS 

T-160 VHS Video Tape 

$ 5 

EM4000RM 

VCR Rack Mount for KR4040HN, KR4096HN and KR4168HN 

$ 81 

Standard CCTV Components 




Transformers - 24 VAC 


CC-TX2420 

24 Volt 20VA plug-in transformer 

$ 7 

CC-TX2440 

24 Volt 40VA plug-in transformer 

$ 9 

CC-TX2450 

24 Volt 50VA plug-in transformer 

$ 32 

CC-TX1640 

16 Volt 40VA plug-in transformer 

$ 16 

Standard CCTV Components 




Transformers - 12 VDC 


CC-45-752A 

12VDC power supply, 1.2A 

$ 27 

RE-RTD12/5RT 

12VDC power supply, 500 ma regulated, w/ screw terminal 

$ 14 

DK-T507ND 

12VDC power supply, 800ma used w/Fiber 

$ 13 

Standard CCTV Components 




Multi-Camera Power Supplies - 24 VAC 


KZ0424AW 

24 VAC 4-output SmartFuse power supply, 1,5A per channel, 2A total per 
unit. White 

$ 70 

KZ0428AEHW 

24 VAC 8-output SmartFuse power supply, 4 channel @ .85A, 4 channel @ 
3A, 10A total per unit, use with 4 Cameras and 4 Housings with heater and 
blower 

$ 214 

UL-KZ0424AI 

24 VAC 4-output SmartFuse power supply, 0.4A per channel, 2A total per 
unit, each channel is isolated 

$ 160 

UL-KZ0424AUL 

24 VAC 4-output SmartFuse power supply, 1.85A per channel, 3.5A total per 
unit, UL-listed 

$ 106 

KZ0824AW 

24 VAC 8-output SmartFuse power supply, 1,85A per channel, 4A total per 
unit. White 

$ 106 

UL-KZ0824AI 

24 VAC 8-output SmartFuse power supply, 0.4A per channel, 3.2A total per 
unit, each channel is isolated 

$ 304 

UL-KZ0824AUL 

24 VAC 8-output SmartFuse power supply, 1.85A per channel, 3.5A total per 

$ 169 


unit, UL Listed _ 382214476fHnneywein xls 


UL-KZ0824AUL 


169 
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Part 

No. 

KZ1624AW 

HONEYWELL UNIT PRICING 

Description 

24 VAC 16-output SmartFuse power supply, 1.85A per channel, 7A total per 
unit. White 

NYS PRICE 

$ 189 1 

UL-KZ1624AUL 

24 VAC 16-output SmartFuse power supply, 1.1A per channel, 4Ax4 total per 
unit, UL-listed 

$ 232 

KZ0224NEMA 

24 VAC 2-output, SmartFuse power supply in NEMA-4 outdoor box, ideal for 
KD6 WeatherDome 

$ 196 

KZ0224UW 

25 VAC 2-output, SmartFuse power supply in NEMA-4 outdoor box, ideal for 
KD6 Weatherdome, includes lightening surge suppression 

$ 342 

Standard CCTV Components 


Power Supplies ! 


Multi-Camera Power Supplies -12 VDC 


KZ0412AW 

12VDC, 4 output SmartFuse power supply, 2.5A total per unit, Grey 

$ 90 

KZ0412UW 

12VDC, 4 output SmartFuse power supply, 2.5A total per unit, UL LISTED 
Grey 

$ 108 

KZ0812AW 

12VDC, 8 output SmartFuse power supply, 2.5A total per unit, Grey 

$ 126 

KZ0812UW 

12VDC, 8 output SmartFuse power supply, 2.5A total per unit, UL LISTED 
Grey 

$ 153 

KZ1612AW 

12VDC, 12 output SmartFuse power supply, 5A total per unit, Grey 

$ 207 

KZ1612UW 

12VDC, 12 output SmartFuse power supply, 5A total per unit, UL LISTED 

Grey 

$ 234 

Standard CCTV Components 





BNC Connectors 



CA-CP88-2 

Crimp-on BNC video Connector, two piece 

$ 2 

CA-CP88-10 

Crimp-on BNC video Connector, two piece, PLENUM 

$ 2 

CA-CPFIUG882 

Twist-on BNC video Connector Male 1 piece. 

$ 2 

CA-CPFIUG881 

Twist-on BNC video Connector Male 1 piece., PLENUM 

$ 2 

CA-CPAD555 

Barrel Connector, Female BNC 

$ 2 

CA-CP-AD-501 

RCA Male, BNC female Connector 

$ 2 

CA-CP-AD-503 

BNC Right Angle Connector 

$ 3 

Standard CCTV Components 


Video Transmission 


Twisted Pair Transmission (For use with UTP/CAT5 enabled Ultrak® Domes & Stand-Alone A 

ppllcations) 

NVT-212A 

Passive Video Transceiver, up to 500 feet, power supply not required 

$ 148 

NVT-213A 

Passive Video Transceiver, up to 1000 feet, power supply not required 

$ 223 

NVT-213A-M 

Passive Video Transceiver with male BNC, up to 1000 feet, power supply not 
required 

$ 223 

NVT-652R 

Active Video Receiver, up to 8000 feet When used with NV-653T over CAT5, 
or 3000 feet, when used with passive transceivers. Power supply NOT 
included. 

$ 403 

NVT-653T 

Active Transmitter, use with active receivers NV-653T, NV-862R, NV-1662R 
for distances up to 8000 feet Over CAT5. Power supply NOT included. 

$ 403 

NVT-813A 

Passive 8 Transceiver Hub in 19" 1U high enclosure, power supply not 
required 

$ 1,562 

NVT-862R 

Active 8 port Receiver Hub in 19" 1U high enclosure, power supply included 

$ 2,813 

NVT-1613A 

Passive 16 Transceiver Hub in 19" 1U high enclosure, power supply not 
required 

$ 3,123 

NVT-1662R 

Active 16 port Receiver Hub in 19" 1U high enclosure, power supply included 

$ 5,623 

NVT-RM8-10 

Rack Panel Kit, supports up to ten 200 or 600 Series transceivers 

CD 

CD 

Standard CCTV Components 


Infrared Illuminators 


Halogen Infrared Illuminators 


UL-IR-300FL 

110 VAC 300W flood IR Illuminator, 850 nm, MAX. distance 120', 65 degree 
field width, 30 degree field height 

$ 718 

UL-IR-300SP 

110 VAC 300W spot IR Illuminator, 850 nm, MAX. distance 240', 20 degree 
field width, 14 degree field height 

$ 718 


3822 14476(Honeywell).xls 
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Part 

No. 

UL-IR-500FL 

HONEYWELL UNIT PRICING 

Description 

110 VAC 500W flood IR Illuminator, 850 nm, MAX. distance 200', 66 degree 
field width, 34 degree field height 

NYS PRICE 

$ 898 1 

UL-IR-500SP 

110 VAC 500W spot IR Illuminator, 850 nm, MAX. distance 400', 32 degree 
field width, 15 degree field height 

$ 898 

Standard CCTV Components 


Pan/Tilt Units & Controls 


Indoor Pan/Tilt 



UL-MPT 

24V ac, mini pan & tilt with integrated wall-Mounting bracket, 7o/sec pan and 
3o/sec tilt speed, 350o horizontal rotation, 90o vertical rotation, 15 lb. 
MAXimum load 

$ 466 

UL-MPTS 

24V ac, mini pan & tilt for ceiling Mount or Universal Dome applications, 
7o/sec pan and 3o/sec tilt speed, 350o horizontal rotation, 90o vertical 
rotation, 15 lb. MAXimum load 

$ 466 

Standard CCTV Components 


Outdoor Pan/Tilts and Scanners 


UL-PHH24 VAC 

24V ac, medium-duty outdoor scanner, side Mount, 9o/sec pan speed, 350o 
horizontal rotation, 60 lb. MAX. load 

$ 740 

UL-PTH24 VAC 

24 V ac, medium-duty, outdoor pan/tilt, side Mount, 9o/sec pan and 6o/sec tilt 
speed, 350o horizontal rotation, 90o vertical rotation, 60 lb. MAX. load rating 

$ 1,039 

Standard CCTV Components 


Pan/Tilt and Scanner Brackets 


UL-PTB 

Heavy-duty, wall-Mount bracket for PTH outdoor pan/tilts or PHH scanner, 
17.5" in length, 110 lbs. MAX. load 

$ 122 

UL-PTC 

Pole-Mount adapter for PTB wall-Mount, 3" - 5.5" diameter poles, 110 lbs. 
MAX. load 

$ 122 

UL-PTD 

Ceiling- or parapet-Mount bracket for PTH outdoor pan/tilts or PHH scanner, 
12.6" in length, 110 lbs. MAX. load 

$ 103 

UL-PTP 

Top-of-pole Mount adapter, 3" - 5" poles, 60 lbs. MAX. load 

$ 103 

UL-CWNX 

Corner-Mount adapter for PTB wall-Mount bracket, 85 lbs. MAX. load 

$ 122 

Standard CCTV Components 


Pan/Tilt Controllers 



UL-CBZ24V 

24V ac desktop pan and tilt plus zoom controller with Autopan, operates one 
24V ac pan/tilt or scanner (requires 24V ac input, transformer not included) 

$ 234 

UL-DCMT8 

Desktop telemetry controller for up to 16 DTMRX receivers for p/t/z control, 
can control 2 SW8.2REM for 16-Camera video switch control. 

$ 522 

Standard CCTV Components 


Switcher & Data Controls 


UL-SW8.2REM 

Remote video sequential switcher eight inputs x two outputs, controlled via 
twisted pair by DCMT8 controller 

$ 373 

UL-DCMX 

Data-control Multiplexer with 4 control inputs and 8 control outputs to star 
configure multiple DTMRX receivers 

$ 709 

UL-DTMRX 

Mini-telemetry receiver driver for pan/tilt + zoom, 64 addresses, 12 functions 
including p/t/z control, Autopan function toggle and 1 auxiliary function, 24V 
ac input, 24V ac output for control of 24V ac pan/tilts, uses DCMT8 controller 

$ 335 

Standard CCTV Components 


Observation Systems 


Observation Kit Systems 


KO4120QB 

15 FPS quad surveillance system with 1/3" Camera (KC3300MN), Mounting 
bracket, 12" monitor with four-position switcher, 60' Cable, audio. 

$ 502 

KO5041CN 

Checkstand Cam color observation system with 4" LCD monitor & 1/3" color 
camera. Includes LCD monitor, camera, mounting stand, power supply and 
cables. 

$ 646 

K05141CN 

Real-time color quad surveillance system w/14" color monitor, 1/3" CCD 
color camera (KC2200CN), mounting bracket, 60' cable, audio. Monitor has 
(4) looping BNC connectors and (4) RI-II-E inputs. 

$ 1,098 

3822144/6(Honeywell).xls 
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Part 

No. 

KO6170Q 

HONEYWELL UNIT PRICING 

Description 

Real-time B/W quad surveillance system with 17" B/W monitor. Built-in four- 
position switcher, Time/Date generator, Camera titler, audio, looping BNC 
and RJ-11-E inputs/outputs. KC3300MN camera, BNC type or Covert 
Cameras sold separately. 

NYS PRICE 

$ 693 

Standard CCTV Components 


Observation Systems 


Observation System Cameras 


KC2200CN 

Additional 1/3" CCD, Color observation system Camera, 330 lines of 
resolution, comes w/ Mounting bracket, 60' Cable 

$ 

270 

KC3300MN 

Additional 1/3" CCD, B/W observation system Camera, 380 lines of 
resolution, comes w/ Mounting bracket, 60' Cable 

$ 

225 

Standard CCTV Components 


Observation Systems 


Observation System Accessories 


KC3300D 

Camera Decoy KC3300MN 

$ 

90 

KO-IOO 

Line amplifier (Up to 1200') modular plug, 1 per Camera 

$ 

202 

KO-101 

100' cable with RJ-11 -E connectors 

$ 

44 

KO-150 

150' cable with RJ-11 -E connectors 

$ 

79 

KO-200 

200' cable with RJ-11 -E connectors 

$ 

100 

KO-25 

25' cable with RJ-11 -E connectors 

$ 

18 

KO-300 

300' cable with RJ-11-E connectors 

$ 

129 

KO4120QMO 

Additional Observation System Monitor for KO4120Q 

$ 

378 

K05141CNM0 

Additional Observation System Monitor for K05141CN 

$ 

828 

KO-60 

60' cable with RJ-11 -E connectors 

$ 

26 

KO-600C 

Outdoor intercom, modular plug 

$ 

20 

KO-700 

Modular cable connector (RJ-11 -E) 

$ 

7 


KO-750 

VCR adapter, (RJ-11 -E to RCA) 

$ 

6 

KO-760 

VCR adapter (RCA to BNC) 

$ 

9 

KO-810 

60' alarming input cable, 2 wire 

$ 

7 

KO-814 

60' alarming input cable, 4 wire 

$ 

12 

KO-820Q 

Wired remote control for KO6170Q controls functions such individual Camera 
selection and quad display 

$ 

63 

KO-850 

Surface-mount contact for alarming input to KC-3P and KC2200CN 

$ 

16 

KO-860 

Modular plug splitter 

$ 

6 

KO9100 

4 Camera Expansion Unit for the KO-1442CCPB 

$ 

234 

KO-921 

Modular RJ-11 -E to BNC cable assembly 

$ 

45 

KO-BNC/RJIIE 

BNC to Modular RJ-II-E Cable 

$ 

15 

KO CABLE SEL 

Modular RJ-II-E to RCA Cable 

$ 

22 

KO-BNC/RJ/PA 

BNC to Modular RJ-II-E with separate power and audio connectors 

$ 

45 

Standard CCTV Components 


Observation Systems 


Vehicle Rear Vision 

System 


RV-M06070SXS 

Complete RearVision system with monitor, monitor sunshield, Cable, 

Camera, Camera sunshield & all Mounting brackets. 

$ 

983 

Standard CCTV Components 


Observation Systems 


Vehicle Rear Vision 

System Accessories 


RV-M06500XBS 

Additional RearVision Camera 

$ 

547 

RV-M06900MB 

Camera bracket 

$ 

14 

RV-M06900XC 

Camera sunshield 

$ 

17 

RV-M06070SMS 

Additional RearVision monitor 

$ 

317 

RV-MO6901 MB 

Monitor bracket 

$ 

17 

RV-MO6901XC 

Monitor sunshield 

$ 

17 

RV-MO6660C 

RearVision Camera Cable, 60' 

$ 

45 

RV-MO6660CC 

Armored Camera Cable, 60' 

$ 

101 

RV-M06635CC 

Armored Camera Cable, 35' 

$ 

76 

RV-M06400XI 

Intercom and Cable 

$ 

57 

Standard Alarm 
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Part 

No. 

HONEYWELL UNIT PRICING 

Description 

NYS PRICE 

*Note: Please note shock sensors are sold 5 per pack, no broken packs 


SD-1 BROWN 

Flush-mount shock sensor 1/2” 

$ 14 

SD-1 WHITE 

Flush-mount shock sensor 1/2" 

$ 14 

SD-2 BROWN 

Surface-mount shock sensor 

$ 16 

SD-2 WHITE 

Surface-mount shock sensor 

$ 16 

SD-4 BROWN 

Surface-mount shock sensor w/ contact 

$ 18 

SD-4 WHITE 

Surface-mount shock sensor w/ contact 

$ 18 


Standard Alarm 


IMMiJ 

I 


MA-100T 


MA-350CBO 


MA-350 


Standard Alarm 


1 zone shock analyzer, w/LED 


3-zone shock analyzer, circuit board onl 


|3-zone shock analyzer, w/LED's and relays, non-latching 





Panic Buttons 


SP-1 WHITE 


SP-1M WHITE 


DP-1 WHITE 


DP-2S 


DP-K 


HE-266-IT 


HE-217 


PAN-1 


PAN-2 


Standard Alarm 


| Hold-up switch, 1 button, latching_ 


Hold-up switch, 1 button, momentar 


Hold-up switch, two button, latching, NO or NC 


Same as DP-1, stainless steel 


| Keys for DP series hold-up switches_ 


Hold-up switch, footrail, DPDT 


Key for HE-266IT 


Nurse-call panic switch, NO, 8' lead, ivor 


iNurse-call panic switch, NC, 8' lead, ivory 



lN.llll .liilj.il 


Flex Tube Assemblies & Junction Boxes 


105 BROWN_| Plastic end caps for FT-1 (sold in 50 pack)_ 


105 GRAY Plastic end caps for FT-1 (sold in 50 pack 


105 WHITE Plastic end caps for FT-1 (sold in 50 pack) 


FT-1 25 feet of galvanized flex tube conduit 


FT-2 25 feet of stainless steel flex tube conduit 


701 WHITE 7-terminal junction box (sold in 5 pack) 


823 WHITE Small empty junction box, 2 knockouts (sold in 5 pack) 


FDC-2-15 BRN 15" Stainless flex tube with 2 105 Brown end caps 


ALPIR100 Indoor PIR with instructions 



OGS PRICE 


PC Based 


KXR4 Series 


KXR4008N 


KXR4016N 


KXR4116N 


Ultrak KXR4008N Digital Video Recorder 30FPS overall Inputs. (8) Video 
Inputs, NTSC & VGA outputs, (8) Alarm Inputs, (1) 80GB Hard Drive 
(expandable to 4), LAN Card, Modem, Keyboard, Mouse, System Software, 
Remote View Software, Web Server Software. SVGA Monitor not included. 


Ultrak KXR4016N Digital Video Recorder 30FPS overall inputs. (16) Video 
Inputs, NTSC & VGA outputs, (16) Alarm Inputs, (1) 80GB Hard Drive 
(expandable to 4), LAN Card, Modem, Keyboard, Mouse, System Software, 
Remote View Software, Web Server Software. SVGA Monitor not included. 


Ultrak KXR4116N Digital Video Recorder, 120FPS over 4 inputs, 95 FPS 
overall inputs. (16) Video Inputs, NTSC & VGA outputs, (16) Alarm Inputs, 
(1) 80GB Hard Drive (expandable to 4), LAN Card, Modem, Keyboard, 
Mouse, System Software, Remote View Software, Web Server Software. 
SVGA Monitor not included. 


$ 5,400 



PC Based 


KXR4 Series Accessories 
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HONEYWELL UNIT PRICING 



Part 




No. 

Description 

NYS PRICE 

KXR4S080 

80GB Hard Drive. Provides approximately 15 additional days of recording 
time for KXR4016N (30 for KXR4008N) 

$ 

630 

KXR4S100 

100GB Hard Drive. Provides approximately 18 additional days of recording 
time for KXR4016N (30 for KXR4008N) 

$ 

720 

KXR4U040 

External Backup HDD, 40GB USB HDD for KXR4000 & KXR4100 series 
DVRS. 

$ 

594 

KXR4U120 

External Backup HDD, 120GB USB HDD for KXR4000 & KXR4100 series 
DVRS. 

$ 

810 

KX4DVDRM 

DVD-RAM drive for backup - KXR40xx series. DVD-RAM Media not 
included. 

$ 

1,440 

KXR4CDRW 

CDRW writer for KXR40xx series 

$ 

540 


Video Transmission 

Network Video Transmission 

KN6000DU 

Network Interface Unit. Provides connections for 4 camera inputs or 1 
monitor output (server/client), Control Data (TX/RX) and Audio (TX/RX). 
Includes RS-232 port and CCTV Toolbox Software. 

KNC610DU 

Network Interface Unit - Card Cage mount version. Provides connections for 
4 camera inputs or 1 monitor output (server/client), Control Data (TX/RX) and 
Audio (TX/RX). Includes RS-232 port and CCTV Toolbox Software. 

Requires Card Cage - order separately. 

KNR610CU 

Card cage for 8 KNC610DU cards, includes power supply 




Embedded 


Ultra Disk 


KXR0400DU 


KTSWS4200 


Embedded 


UltraDisk II Digital Video Recorder and Transmisssion System. Provides 4 
video inputs, 4 alarm inputs, NTSC Output, power supply. Removable Hard 
Drive: 40GB or 80GB hard drive (order separately). Picture transmission via 
RS-232 (standard), Dial-up via modem or LAN/TCP-IP (order separately). 
PTZ Control via Remote Module (order separately). Windows compatible 
Ultra Receiver and Ultra Player software included. 


Ultra Player Software (1L), One license for one additional Windows 
compatible evaluation station (Win-95, -98, -2000, -NT); compatible to 
UltraDisk II recordings 



Ultra Disk Accessories 

$ 

- 

KXRHD40GB 

UltraDisk II 40GByte hard disk drive pre-configured and mounted in mobile 
rack. 


634 

KXRHD80GB 

UltraDisk II 80GByte hard disk drive pre-configured and mounted in mobile 
rack. 

$ 

928 

KXRHDKT4699 

PC-KIT Ultra, PC-mounting kit to accommodate UltraDisk II hard drives, for 
evaluation of UltraDisk II recordings by using a Windows PC in combination 
with the Ultra Player Software. (Requires external drive bay, internal power 
connection and EIDE port) 

$ 

174 






Video Transmission 


Digital Video Transmission (Ultra Trans 


KT0510DU 


KT0511DU 


UltraTrans Lite Digital Video Transmission System. (2) Video Inputs, power 
supply. Picture transmission via RS-232 (standard), Dial-up via modem or 
LAN/TCP-IP (order separately). Windows compatible Ultra Receiver and 
Ultra Player software included. 


UltraTrans CVS, Digital Video Transmission System. (10) Video Inputs and 
local memory for storage of pre-alarm and post-alarmpower supply included. 
Picture transmission via RS-232 (standard), Diai-up via modem or LAN/TCP- 
IP (order separately). PTZ Control via Remote Module (order separately). 
Windows compatible Ultra Receiver and Ultra Player software included. 



Video Transmission 
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HONEYWELL UNIT PRICING 



Part 




No. 

Description 

NYS PRICE 

Digital Video Control/Integration Eguipment 

1 

KTSWS4201 

Ultra Receiver Software (1L), One license for one additional Windows 
compatible remote station (Win-95, -98, -2000, -NT); compatible to UltraTrans 
lite, UltraTrans and/or UltraDisk II 

$ 

70 

KTSWS4220 

Ultra Receiver CL Software, One license for Windows compatible remote 
station; for simultaneous reception/control of up to 4 sites; compatible to 
UltraTrans lite, UltraTrans and/or UltraDisk II 

$ 

1,740 

KP2075 

PCI compatible interface card with 4 x RS-232 interfaces for UltraTrans CL 
software for connecting up to 4 x external data communication devices e.g. 
MODEM via RS-232 interfaces 

$ 

519 

KT5031TA 

External TCP/IP-TS Terminal Server (Ethernet 10BASE-T) for data 
transmission over Ethernet networks (to be connected to the RS-232 port of 
UltraTrans lite, UltraTrans and UltraDisk II) 

$ 

870 

KTMOD56k 

External modem to be connected to the RS-232 port of UltraTrans lite, 
UltraTrans and UltraDisk II. 

$ 

209 

KP4270RM 

The remote module (RM) is a protocol converter to be connected the RS-232 
port of UltraTrans or UltraDisk II and the serial interface of the external device 
(e.g. DOME). The remote module is used for remote control of PTZ devices, 
relay boxes and video switchers. The features are called up using the 
Windows Ultra Receiver software packages. To operate the remote module, 
the third-party device must be equipped with a RS485 or RS232 port. 

$ 

1,148 

Digital 



Accessories 



Monitors 



VMC190SV 

19” VGA Monitor; 1280 x 1024 Max resolution 

$ 

664 | 

Digital 



Accessories 



CD's 



843215-0078 

10-pack of re-writeable CD’s w/jewel cases 

$ 

22 | 




Desk Station Series 411 

OGS PRICE 

2 wires 



KAI772SU 

Digital desktop master station with noise cancelling goosneck microphone- 2- 
wire with 8 line LCD display, alphanumeric subscriber scroll search list, 
hands free operation, caller ID and diagnostics, black 

$ 

1,253 

Desk Station Series 411 


4 wires 



KAI472SU 

Analog desktop master station with noise cancelling gooseneck microphone - 
4-wire with 6 digit LCD display, hands free operation and caller ID, black 

$ 

791 

Wall Stations 



4 wires 



KAI151WU 

Analog sub-station 4-wire, duplex, 1 call button with multiple functions, 
functions determined in programming of central server, can be flush- or 
surface-mounted, Gray 

$ 

227 

KAI431SU 

Analog sub-station, 4-wire, duplex, tamper resistant, double baffle faceplate, 

1 tamper resistant stainless steel call button, mounts to a standard 2 gang 
electrical box, flush mount, Stainless Steel, Weather resistant 

$ 

324 

KAI433SU 

Analog sub-station, 4-wire, duplex, tamper resistant, double baffle faceplate, 

1 red mushroom call button, mounts to a standard 2 gang electrical box, flush 
mount, Stainless Steel, Weather resistant, ADA compliant 

$ 

378 

Intercom Modules 


1 

KAI562MU 

Analog weather resistant Intercom module, 4 wire, with duplex controller, 
microphone and loudspeaker allows user to design custom applications. 

$ 

300 


382214476(Honeywell).xls 
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HONEYWELL UNIT PRICING 


No. 

KAI808MU 

Description 

Digital intercom PCB, 2 wire,1 microphone input, 1 loudspeaker connection, 1 
keypad or 3single buttons. 2 auxiliary inputs, 1 relay output - does not include 
speaker, microphone, or keypad 

KAI8E8AU 

Remote Analog I/O card, 8 auxiliary inputs/8 relay outputs station - can be 
used for alarm inputs and control outputs. 

Communication Servers 

Compact - 2/4 wires 

KAI200ZU 

Expansion Housing for the KAI2000U to add subscribers 16 to 32, alarm 
inputs, relay outputs, RS-232/RS-485 control can be added for additional 
system functions. 

KAI200IU 

Interface Housing for KAI2000U to allow networking of multiple 

Communication Servers 

KAI2GEKU 

Duplex controller board with 2 duplex controllers, 3 A/D D/A converters - 
Converts the digital intercom signal into an analog signal for use with 4 wire 
analog stations or external audio sources, I.E... PA or 2-way radio systems 

KAI2GDBU 

Digital subscriber card, 2-wire, for 4 subscribers, features B - Includes screw 
terminals for cable connection. 

KAI2GDDU 

Digital subscriber card, 2-wire, for 4 subscribers, features D - Includes screw 
terminals for cable connection. 

KAI2GTBU 

Analog subscriber card, 4-wire, for 4 subscribers, features B - Includes screw 
terminals for cable connection. 

KAI2GTDU 

Analog subscriber card, 4-wire, for 4 subscribers, features D - Includes screw 
terminals for cable connection. 

KAI28EAU 

Plug-in card for 8 alarm inputs, 8 relay outputs for the KAI2000U and 
KAI200ZU units. 

KAI216EU 

Plug-in card for 16 alarm inputs for the KAI2000U and KAI200ZU units. 

KAI216AU 

Plug-in card for 16 relay outputs for the KAI2000U and KAI200ZU units. 

KAI2V24U 

RS232 Card (2xRS232) for the KAI2000U and KAI200ZU units. 

KAI2TELU 

Telephone interface / Alarm dialer, analog for the KAI2000U and KAI200ZU 
units. Requires a KAI2GEKU duplex controller board 

Digital - 2/4 wires 


KAI7GEKU 

Duplex controller board with 3 duplex controllers, 4 A/D D/A converters - 
Converts the digital intercom signal into an analog signal for use with 4 wire 
analog stations or external audio sources, I.E... PA or 2-way radio systems 

KAI7GDBU 

Digital subscriber card, 2-wire, for 4 subscribers, features B - Requires 
KAI7EACU Installation Board with 4 RJ45 connectors or 1/2 of KAI7EATU 
Installation Board with remote connections and a KAISKxxU Connection 

Cable 

KAI7GDDU 

Digital subscriber card, 2-wire, for 4 subscribers, features D - Requires 
KAI7EACU Installation Board with 4 RJ45 connectors or 1/2 of KAI7EATU 
Installation Board with remote connections and a KAISKxxU Connection 

Cable 

KAI7GTBU 

Analog subscriber card, 4-wire, for 4 subscribers, features B - Requires 
KAI7EACU Installation Board with 4 RJ45 connectors or 1/2 of KAI7EATU 
Installation Board with remote connections and a KAISKxxU Connection 

Cable 

KAI7GTDU 

Analog subscriber card, 4-wire, for 4 subscribers, features D - Requires 
KAI7EACU Installation Board with 4 RJ45 connectors or 1/2 of KAI7EATU 
Installation Board with remote connections and a KAISKxxU Connection 

Cable 

KAI78EAU 

Plug-in card for 8 alarm inputs, 8 relay outputs for the KAI7000U 

KAI716EU 

Pluq-in card for 16 alarm inputs for the KAI7000U 

KAI716AU 

Plug-in card for 16 relay outputs for the KAI7000U 

KAI7V24U 

RS232 Card (2xRS232) for the KAI7000U 

KAI7TELU 

Telephone interface / Alarm dialer, analog for the KAI7000U Requires a 
KAI7GEKU duplex controller board 

KAI7EACU 

Installation board, 4 RJ45 connectors for use with the KAI7Gxxx subscriber 
carcls _38221 4476(Hnneywell).xls_ 


NYS PRICE 

$ 443 
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Part 

No. 

KAI7EAIU 


KAI7EATU 


KAISK05U 


KAISK10U 


Networkin 


KAINETWU 


KAINTE1 U 


KAIMUX1U 


HONEYWELL UNIT PRICING 

Description 

Installation board single for interface cards for use with the KAI7Gxxx 
subscriber cards - Requires a KAISKxxU connection cable 


Installation board double for 2 subscriber boards (needs KAI-SK cable) for 
use with the KAI7Gxxx subscriber cards - Requires twe KAISKxxU 
cennectien cables 


Connection cable 16 feet (5 m) (SubD 37 - Splitter) - connects to the 
KAI7EAxU installation board and provides connections for four stations 


Connection cable 32 feet (10 m) (SubD 37 - Splitter) - connects to the 
KAI7EAxU installation board and provides connections for four stations 


NYS PRICE 

$ 65 



Network card for KAI2000U and KAI7000U, Allows networking of two central 
servers together, Uses high-rate Digital Subscriber Link (HDSL) protocol, 
Twisted pair, max 2,5 miles, 1 connection (Number of conversation paths is 
distance dependent -maximum of 12 duplex conversations). When using the 
KAI2000U central server requires the KAI200IU Interface housing 


Network card for KAI2000U and KAI7000U, Allows networking of two central 
servers together, Uses El protocol with media converters to communicate 
over telephone lines and/or fiber optic cables using the El .703 standard for 
long distance linking. When using the KAI2000U central server requires the 
KAI200IU Interface hqusing_ 


TCP/IP Netwcrk card for KAI2000U and KAI7000U, Allows networking of two 
central servers together, Uses TCP/IP protocol to communicate over 
LAN/WAN using the TCP/IP standard for linking. Linking requires a static IP 
address for each unit and a dedicated 2MB bandwidth for each server link. 
Linking multiple servers requires some servers to house two units. When 
using the KAI2000U central server requires the KAI200IU Interface housing 




Description_ 


PCSC ACCESS CONTROL (Selected Products) (Continued) 


IQ CONTROLS (With Power Supply) (Continued) 


OGS PRICE 


IQ200_|2 Door Intelligent Controller with OEM Enclosure (not UL Listed)_ 


IQ200DC *_|Same as above but with and External Power Supply_ 


IQ200UL 2 Door Intelligent Controller with Medium Enclosure 


IQ200UL-DC * Same as IQ200UL but with DC Power Supply with Charger 


IQ200LE_|2 Door Intelligent Controller with Large Enclosure_ 


IQ200LE-DC *_|Same as IQ200LE with DC Power Supply with Charger_ 


IQ200SAM 2 Door Supervised Alarm Controller with Large Enclosure (add’l supvd inputs) $ 


IQ200SAM-DC * Same as IQSAM with DC Power Supply and Charger $ 


IQ200SAM2_|2 Door Supervised Alarm Controller with Large Enclosure (add’l supvd inputs)| $ 


IQ200SAM2-DC* |Same as IQ200SAM2 with DC Power Supply and Charger_1$ 


IQ200OUT 2 Door with additional outputs and inputs with Large Enclosure $ 


IQ200OUT-DC * Same as IQ200OUT with DC Power Supply and Charger $ 


IQ200ALM_|2 Door with additional Dry Contact inputs Controller with Large Enclose._1$ 


IQ200ALM-DC * |Same as IQ200ALM with DC Power Supply and Charger| $ 



IQ400 


IQ400DC 


IQ400SAM 


IQ400SAM-DC * 


IQ400SAM2 


IQ400SAM2-DC ’ 


IQ600OUT 


IQ400OUT-DC * 


IQ400ALM 


IQ400ALM-DC 


6 Door Intelligent Controller with Large Enclosure 


|Same as IQ600 wit Same as IQ600 with DC Power Supply with Charger 


16 Door Supervised Alarm Controller (additional Supervised Inputs)_ 


Same as IQ600SAM with DC Power Supply and Charger 


6 Door Supervised Alarm Controller (additional Supervised Inputs) 


|Same as IQ600SAM2 with DC Power Supply and Charger_ 


|6 Door, additional outputs and inputs Controller_ 


Same as IQ600OUT with DC Power Supply and Charger 


6 Door, additional Dry Contact sense inputs, Controller 


| Same as IQ600ALM w^^^Ci^mSvfPPlkLftfidiCharger_ 
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Part 




No. 

Description 

NYS PRICE 

L$_ 

IQ600 

6 Door Intelligent Controller with Large Enclosure 

$ 

2,606 

IQ600DC 

Same as IQ600 wit Same as IQ600 with DC Power Supply with Charger 

$ 

3,056 

IQ600SAM 

6 Door Supervised Alarm Controller (additional Supervised Inputs) 

$ 

3,056 

IQ600SAM-DC * 

Same as IQ600SAM with DC Power Supply and Charger 

$ 

3,416 

IQ600SAM2 

6 Door Supervised Alarm Controller (additional Supervised Inputs) 

$ 

3,506 

IQ600SAM2-DC * 

Same as IQ600SAM2 with DC Power Supply and Charger 

$ 

4,046 

IQ600OUT 

6 Door, additional outputs and inputs Controller 

$ 

3,236 

IQ600OUT-DC * 

Same as IQ600OUT with DC Power Supply and Charger 

$ 

3,686 

IQ600ALM 

6 Door, additional Dry Contact sense inputs, Controller 

$ 

3,056 

IQ600ALM-DC 

Same as IQ600ALM with DC Power Supply and Charger 

$ 

3,416 


IQ1000 

Ten (10) Door Intelligent Controller with Large Enclosure 

IQ1000DC 

Same as IQ1000 with DC Power Supply with Charger 

IQ1000SAM 

Ten (10) Door Supervised Alarm Controller (additional Supervised Inputs) 

IQ1000SAM-DC * 

Same as IQ1000SAM with DC Power Supply with Charger 

IQ1000SAM2 

Ten (10) Door Supervised Alarm Controller (additional Supervised Inputs) 

IQ1000SAM2-DC * 

Same as IQ1000SAM2 with DC Power Supply with Charger 

IQ10000UT 

Ten (10) Door, additional outputs and inputs, Controller 

IQ10000UT-DC * 

Same as IQ1000OUT with DC Power Supply with Charger 

IQ1000ALM 

Ten (10) Door, additional Dry Contact sense inputs Controller 

IQ1000ALM-DC* 

Same as IQ1000ALM with DC Power Supply and Charger 


ULT-4 


ULT-8 


ULT-12 


| Ultimate Controller with 4 Reader ports 


| Ultimate Controller with 8 Reader ports 


I Ultimate Controller with 12 Reader ports 



OGS PRICE 


I Description 


VK74AVMC_iDuraCam Surface/Flush angled dome, Color High Resolution, 4” clr w/liner, 4 


VK74AVAC DuraCam Surface/Flush angled dome, Color High Resolution, 4" clr w/liner, 4| $ 


VK74A36C DuraCam Surface/Flush angled dome, Color High Resolution, 4" clr w/liner, 3 


VK44AVMC_IDuraCam Surface/Flush angled dome, B/W Standard Resolution, 4" clr w/lio 


VK44AVAC_IDuraCam Surface/Flush angled dome, B/W Standard Resolution, 4" clr w/lin 


VK44A36C DuraCam Surface/Flush angled dome, B/W Standard Resolution, 4" clr w/lin 


VKSMOUNT Surface Mount base for "A" model Duracams (Non Angled) 


VKFIA20W 20 Watt heater for "A" model Duracams 



Cameras 


ACC334E 


ACC474E 


ACM384E 


ACM574E 


System Cameras 


ACC334TP 


ACC484TP 


ACM574TP Camera, 


Dome Cameras 


AD2FC1 


AD2FM1 


AD3VC4 


AD3VM4 


Lenses 


ALD02813L 


ALD0412L 


ALD0412S 


ALD0812L 


Camera, 1/3" Color "e", 330 TVL, 1.0 Lux, 12 VDC/24 VAC, NTSC 


Camera, 1/3" Color "e", 490 TVL, 1.5 Lux, 


Camera, 1/3" B/W "e", 400 TVL, 0.1 Lux, 12 VDC/24 VAC, EIA 


Camera, 1/3" B/W "e", 580 TVL, 0.25 Lux, 12 VDC/24 VAC, EIA 


Camera, 1/3" Color, 330 TVL, 0.5 Lux, 12 VDC/24 VAC, NTSC 


Camera, 1/3" Color, 480 TVL, 0.7 Lux, 12 VDC/24 VAC, NTSC 


1/3" B/W, 570 TVL, 0.1 Lux, 12 VDC/24 VAC, EIA 


Dome Camera, 1 /4" Color 330 TVL, 3 mm, 12 VDC, NTSC 


Dome Camera, 1/3" B/W 380 TVL, 3.6 mm, 12 VDC, EIA 


Dome Camera, 1/3" Color 330 TVL, 4-9mm, 12 VDC/24 VAC, NTSC 


Dome Camera, 1/3" B/W 380 TVL, 4-9 mm, 12 VDC/24 VAC, EIA 


Lens, 1/3" CS, 2.8 mm fl .3, DC auto, long lead_ 


Lens, 1/3" CS, 4 mm fl .2, DC auto, long lead 


Lens, 1/3" CS, 4 mm fl .2, DC auto, short lead 


Lens, 1/3" CS, 8 mm f' 
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Part 

No. 

ALD0812S 


ALD1614L 


ALD3V813L 


ALD3V813S 


ALD5V5018L 


ALM02813 


ALM0412 


ALM0812 


ALM1614 


ALM3V813 


ALM5V5018 


Quads 


AQC30E 


AQM30E 


Multiplexers 


AXCD16 


AXCD9 


AXCD4 


AXMD16 


AXMD9 


AXRC 


Monitors 


AMC10 


AMC14 


AMC21 


AMM9 


AMM12 


AMM17 


Monitor Rack Kits 


AMC10RK1 


AMC14RK1 


AMM9RK1 


AMM9RK2 


AMM17RK1 


VCRs 


AVR30A 


AVR240A 


AVR960 


AVR960SV 


DVRs 


AHDR1E 


AHDR1 


AHDR1-RD40 


AHDR1-RD80 


AVDR40E DVR, 


AVDR100E 


AVDR200E 


AVDR40 


AVDR100 


AVDR200 


HONEYWELL UNIT PRICING 

Description 

| Lens, 1/3" CS, 8 mm fl .2, DC auto, short lead 


Lens, 1/3" CS, 16 mm fl .4, DC auto, long lead 


Lens, 1/3" CS, 3-8 mm fl .3, DC auto, long lead 


Lens, 1/3" CS, 3-8 mm fl .3, DC auto, short lead 


| Lens, 1/3" CS, 5-50 mm fl .8, DC auto, long lead_ 


Lens, 1/3" CS, 2.8 mm fl .3, manual 


Lens, 1/3" CS, 4 mm fl .2, manual 


1/3" CS, 8 mm fl .2, manual 


Lens, 1/3" CS, 16 mm fl .4, manual 


Lens, 1/3" CS, 3-8 mm fl .3, manual 


Lens, 1/3" CS, 5-50 mm fl .8, manual 


Quad, Color Real-Time "e" series 


Quad, B/W Real-Time "e" series, EIA 


Mux, Color Duplex 16-channel, NTSC_ 


|Mux, Color Duplex 9-channel, NTSC_ 


Mux, Color Duplex 4-channel, NTSC 


Mux, B/W Duplex 16-channel, EIA 


|Mux, B/W Duplex 9-channel, EIA_ 


Mux Remote Control 


Monitor, Color 10-inch 


Monitor, Color 14-inch, NTSC/PAL 


Monitor, Color 21-inch, NTSC/PAL 


Monitor, B/W 9-inch, EIA/CCIR 


Monitor, B/W 12-inch, CCIR/EIA 


Monitor, B/W 17-inch, CCIR/EIA 


Monitor Rack Kit, AMC10 


Monitor Rack Kit, AMC14 


| Monitor Rack Kit, AMM9, single_ 


Monitor Rack Kit, AMM9, dual 


Monitor Rack Kit, AMM17 


|VCR, 30-Hour, High Density Realtime, NTSC_ 


|VCR, 240-Hour, High Density Realtime, NTSC_ 


VCR, 960-Hour, High Density Realtime, NTSC 


VCR, 960-Hour, High Density Realtime, SVHS, NTSC 


DVR, 1-Channel "e" series, 40 GB Removable HD, NTSC 


DVR, 1-Channel, 40 GB Removable HD, NTSC 


DVR, 40GB Removable Drive 


DVR, 80GB Removable Drive 


16-Channel "e" series, 40 GB, NTSC 


DVR, 16-Channel "e" series, 100 GB, NTSC 


DVR, 16-Channel "e" series, 200 GB, NTSC 


DVR, 16-Channel w/audio and DVD, 40 GB, NTSC 


DVR, 16-Channel w/audio and DVD, 100 GB, NTSC 


DVR, 16-Channel w/audio and DVD, 200 GB, NTSC 


Video Network Transmitters 


ATN1 


ATN4 


Power Supplies 


APS2404UL 


APS2408UL 


APS2416UL 


Interior RapidDrone 


AD10FH 


AD10FCH 


Video Network Transmitter, 1-Channel Video, 1-Channel Audio 


Video Network Transmitter, 4-Channel Video, 1-Channel Audio 


Power Supply, 24 VAC, 4 Amp, 4-Output, UL 


Power Supply, 24 VAC, 4 Amp, 8-Output, UL_ 


Power Supply, 24 VAC, 8 Amp, 16-Output, UL_ 


RapidDrone Indoor 10" Dome Housing 


RapidDrone False Cei 




PRICE 

86 


91 


88 


88 


206 


75 


59 


57 


65 


59 


185 


1,999 


2,300 


524 


873 


5,400 


7,320 


8,535 


8,535 


10,035 


11,536 
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Part 

No. 

AD10BM_ 


AD10WM 


AD10FCP 


Interior RapidDome 


AD5RCFC16 


AD5RCPP16 


HONEYWELL UNIT PRICING 

Description 

| Beam Mount for RapidDrone Indoor 10" Dome Plousing_I 


Wall Mount for RapidDrone Indoor 10" Dome Plousing 


Indoor False Ceiling Pendant Bracket for RapidDrone Indoor 10" Dome Hous| 


RapidDome, Indoor, Color Only, 16X Lens, False Ceiling Version, NTSC 


RapidDome, Indoor, Color Only, 16X Lens, Plug & Play Pendant, (Mount Req 


Interior RapidDome Gold 


PRICE 

_51 


94 


66 


AD5GCFC18 

RapidDome Gold, Indoor, Color Only, 18X Lens, False Ceiling Version, NTSC 

$ 

2,471 

AD5GCFC22 

RapidDome Gold, Indoor, Color Only, 22X Lens, False Ceiling Version, NTSC 

$ 

2,993 

AD5GCMFC18 

RapidDome Gold, Indoor, Color Mono, 18X Lens, False Ceiling Version, NTSC 

$ 

2,865 

AD5GCMPP18 

RapidDome Gold, Indoor, Color Mono, 18X Lens, Plug & Play Pendant, (Mour 

$ 

2,863 

AD5GCPP18 

RapidDome Gold, Indoor, Color Only, 18X Lens, Plug & Play Pendant, (Mount 

$ 

2,471 

AD5GCPP22 

RapidDome Gold, Indoor, Color Only, 22X Lens, Plug & Play Pendant, (Mount 

$ 

2,993 

Interior Dome Accessories 

$ 

- 

AD52X2 

2' x 2' Drop Ceiling Mount for RapidDome 

$ 

79 

AD5LDCA 

5" Black Lower Dome w/Clear Viewing Slot 

$ 

107 

AD5LDSA 

5" Silver Lower Dome 

$ 

134 

AD5LDTA 

5" Black Lower Dome w/Tinted Viewing Slot (replacement) 

$ 

107 

AD5PB300 

Plug & Play Extension w/NVT, 300 mm (12") 

$ 

170 

AD5PB600 

Plug & Play Extension w/NVT, 600 mm (24") 

$ 

176 

AD5PB80 

Plug & Play Extension w/NVT, 80 mm (3") 

$ 

167 

AD5PBNPT 

Plug & Play Adapter, 1-1/2" NPT 

$ 

144 

AD5WBG 

Plug & Play Wall Bracket w/NVT, Gray 

$ 

165 

PS1824 

Power Supply, 120 VAC to 24 VAC - 40VA 

$ 

14 

Environmental RapidDome 

$ 

- 

AD8RC16NPT 

RapidDome, Environmental, Color Only, 16X Lens, NPT Mount, NTSC 

$ 

1,983 

AD8RC16P 

RapidDome, Environmental, Color Only, 16X Lens, Pole/Flat Roof Mount, NT 

$ 

1,983 

AD8RC16S 

RapidDome, Environmental, Color Only, 16X Lens, Pendant/Soffit Mount, NT 

$ 

1,983 

AD8RC16W 

RapidDome, Environmental, Color Only, 16X Lens, Wall Mount, NTSC 

$ 

1,983 

Environmental RapidDome Gold 

$ 

- 

AD8GC18NPT 

RapidDome Gold, Environmental, Color Only, 18X Lens, NPT Mount, NTSC 

$ 

2,602 

AD8GC18P 

RapidDome Gold, Environmental, Color Only, 18X Lens, Pole/Flat Roof Moun 

$ 

2,602 

AD8GC18S 

RapidDome Gold, Environmental, Color Only, 18X Lens, Pendant/Soffit Moun 

$ 

2,602 

AD8GC18W 

RapidDome Gold, Environmental, Color Only, 18X Lens, Wall Mount, NTSC 

$ 

2,602 

AD8GC22NPT 

RapidDome Gold, Environmental, Color Only, 22X Lens, NPT Mount, NTSC 

$ 

3,124 

AD8GC22P 

RapidDome Gold, Environmental, Color Only, 22X Lens, Pole/Flat Roof Moun 

$ 

2,224 

AD8GC22S 

RapidDome Gold, Environmental, Color Only, 22X Lens, Pendant/Soffit Moun 

$ 

3,124 

AD8GC22W 

RapidDome Gold, Environmental, Color Only, 22X Lens, Wall Mount, NTSC 

$ 

3,124 

AD8GCM18NPT 

RapidDome Gold, Environmental, Color/Mono, 18X Lens, NPT Mount, NTSC 

$ 

2,993 

AD8GCM18P 

RapidDome Gold, Environmental, Color/Mono, 18X Lens, Pole/Flat Roof Mou 

$ 

2,993 

AD8GCM18S 

RapidDome Gold, Environmental, Color/Mono, 18X Lens, Pendant/Soffit Mou 

$ 

2,993 

AD8GCM18W 

RapidDome Gold, Environmental, Color/Mono, 18X Lens, Wall Mount, NTSC 

$ 

2,993 

Environmental Dome Accessories 

$ 

- 

ADPMAT 

Side Mount Pole Bracket for Pole/Flat Roof Mounts 

$ 

107 

ADPMAW 

Side Mount Pole Bracket for Wall Mounts 

$ 

107 

ADWCB 

Corner Mount Bracket for Wall Mounts 

$ 

131 

PS8024 

Power Supply, 120 VAC to 24 or 28 VAC - 80VA 

$ 

94 

Environmental Dome Sub-Assemblies 

$ 

- 

VC8E-RACR 

8" RapidDome Lower Bubble with Inner Liner (replacement) 

$ 

183 

VC8E-C16 

RapidDome Gold , Color 16/64x Internal Sub-Assembly, NTSC 

$ 

1,760 

VC8E-GC18 

RapidDome Gold , Color Integrating 18/144x Internal Sub-Assembly, NTSC 

$ 

2,407 

VC8E-GC22 

RapidDome Gold, Color Integrating 22/176x Internal Sub-Assembly, NTSC 

$ 

2,929 

VC8E-GCM18 

RapidDome Gold , Color/Mono Integrating 18/144x Internal Sub-Assembly, N1 

$ 

2,798 

VC8E-RH/NPT 

8" RapidDome Housing/1-1/2" NPT Pendant Mount 

$ 

530 

VC8E-RH/P 

8" RapidDome Housing/ Pole/Flat Roof Mount 

$ 

530 

VC8E-RH/S 

8" RapidDome Housing/ Pendant/Soffit Mount 

$ 

530 

VC8E-RH/W 

8" RapidDome Housing/ Wall Mount 

$ 

530 

VC8E-RH/ARCH 

8" RapidDome Architectural Housing/Wall Mount 

$ 

1,030 

RapidView Controllers 

$ 

- 

ADCJA 

1! JiTSTf! MfiWI »rtiiir**f«ni!.r.'! tHiFTiViffflSfeliW *1 ■■ 

$ 

801 
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Part 

No. 

ADCT 

HONEYWELL UNIT PRICING 

Description 

RapidView Dome Controller, Touchstick Variable Speed, 1 Dome, TP 

NYS PRICE 

$ 400 | 

AKJX8 

RapidView Dome/Mux Controller, Joystick Variable Speed, TP 

$ 

437 

RapidView Matrix Switch/Control Systems 

$ 

- 

AS81 

RapidView 8 In x 1 Out Matrix Switch/Control System, UTC/TP, Wallmount 

$ 

441 

AS82 

RapidView 8 In x 2 Out Matrix Switch/Control System, UTC/TP, Wallmount 

$ 

617 

AS84TP 

RapidView 8 In x 4 Out Matrix Switch/Control System, TP only, Wallmount 

$ 

932 

AS161 

RapidView 16 In x 1 Out Matrix Switch/Control System, UTC/TP, Rackmount 

$ 

736 

AS162 

RapidView 16 In x 2 Out Matrix Switch/Control System, UTC/TP, Rackmount 

$ 

867 

AS164TP 

RapidView 16 In x 4 Out Matrix Switch/Control System, TP only, Rackmount 

$ 

1,128 

AS322 

RapidView 32 In x 2 Out Matrix Switch/Control System, UTC/TP, Rackmount 

$ 

1,128 

AS324TP 

RapidView 32 In x 4 Out Matrix Switch/Control System, TP only, Rackmount 

$ 

1,609 

AS328TP 

RapidView 32 In x 8 Out Matrix Switch/Control System, TP only, Rackmount 

$ 

2,001 

AKJ8A 

RapidView Keyboard, Joystick Variable Speed, Control of Multiple Monitors 

$ 

841 

AKT8 

RapidView Keyboard, Touchstick Variable Speed, Control of Multiple Monitors 

$ 

430 

Accessories 


$ 

- 

ADCD8TP 

Code Distributor, (8) RS485 Twisted Pair Outputs 

$ 

386 

ADDEM02 

Demo Case, RapidDome Gold, Color/Mono, 18/144x, RapidView Controller w / 

$ 

3,443 

ADRD24 

UTC/TP Receiver/Driver, 24 VAC Output 

$ 

821 

ADSP1 

Surge Protector for Power, Video and Data 

$ 

146 

1D3D-R 

Handkey Reader 

$ 

2,115 

1D3D-RW 

Handkey Reader Weather 

$ 

2,925 

EM-801 

Handkey Accessory, Memory 

$ 

270 

Em-803 

Handkey Accessory, Memory 

$ 

630 

EM-600 

Handkey Accessory, Memory 

$ 

225 

EM-602 

Handkey Accessory, Memory 

$ 

450 

EM-604 

Handkey Accessory, Memory 

$ 

630 

TM-100 

Handkey Accessory 

$ 

288 

WM-200 

Handkey Accessory 

$ 

270 

WM-201 

Handkey Accessory 

$ 

270 

PS-110 

Handkey Accessory 

$ 

54 

BB-200 

Handkey Accessory, Battery backup 

$ 

162 

IS-400 

Handkey Accessory 

$ 

81 

BB-100 

Handkey Accessory, Battery backup 

$ 

126 

TF-100 

Handkey Accessory 

$ 

81 

DC-102 

Handkey Accessory 

$ 

162 

EN-200 

Handkey Accessory, Ethernet 

$ 

540 

EN-100 

Handkey Accessory, Ethernet 

$ 

540 

INT-HTR 

Handkey Accessory, Heater 

$ 

360 

Valeoview Housing 


HOC 

Indoor only Enclosure, ilOC, Coax, clear polycarb dome; use with iG cameras 
only 

$ 

64 



$ 

- 

Primaview Hous 

ings 

$ 

- 

C12C 

Enclosure Module,Cl 2C,Coax interface, clear polycarbonate dome 

$ 

146 

C12C-HT 

Enclosure Module, C12C, Coax interface, 1/2 tint polycarb dome 

$ 

146 

C12T 

Enclosure Module,Cl 2T,UTP interface, clear polycarbonate dome 

$ 

187 

C12T-HT 

Enclosure Module, C12T, UTP interface, 1/2 tint polycarb dome 

$ 

187 

C14C 

Enclosure Module,Cl 4C,Coax interface, clear polycarbonate dome 

$ 

203 

C14C-HT 

Enclosure Module, Cl 4C,Coax interface, 1/2 tint polycarb dome 

$ 

203 

C14T 

Enclosure Module,Cl 4T,UTP interface, clear polycarbonate dome 

$ 

232 

C14T-HT 

Enclosure Module, C14T,UTP interface, 1/2 tint polycarb dome 

$ 

232 

V29AC 

Enclosure Module,V29AC,Coax interface, clear polycarbonate dome 

$ 

260 

V29AC-HT 

Enclosure Module, V29AC,Coax interface, 1/2 tint polycarb dome 

$ 

260 

V29AT 

Enclosure Module,V29AT,UTP interface, clear polycarbonate dome 

$ 

309 

V29AT-HT 

Enclosure Module, V29AT.UTP interface, 1/2 tint polycarb dome 

$ 

309 



$ 

- 

Magnaview Housings 

$ 

- 

V28FC 

Enclosure Module,V28FC,Flush,Coax interface, clear polycarbonate dome 

$ 

245 

V28FC-HT 

Enclosure Module,V28ffS22llirbt76)(d>tani©Jw r ttl()stlsl/2 tint polycar dome 

$ 

245 
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Part 

No. 

HONEYWELL UNIT PRICING 

Description 

NYS PRICE 

l 

V28FT 

Enclosure Module,V28FT,Flush,UTP interface, clear polycarbonate dome 

$ 

301 

V28FT-HT 

Enclosure Module,V28FT,Flush,UTP interface, 1/2 tint polycarb dome 

$ 

301 

V28GC 

Enclosure Module,V28GC,GripLess,Coax interface, clear polycarbonate 
dome 

$ 

278 

V28GC-HT 

Enclosure Module, V28GC,GripLess,Coax interface, 1/2 tint polycarb dome 

$ 

278 

V28GT 

Enclosure Module,V28GT,GripLess,UTP interface, clear polycarbonate dome 

$ 

334 

V28GT-HT 

Enclosure Module, V28GT,GripLess,UTP interface, 1/2 tint polycarb dome 

$ 

334 

V28PC 

Enclosure Module. V28PC, Plus. Coax interface, clear polycarbonate dome 

$ 

286 

V28PC-HT 

Enclosure Module. V28PC, Plus. Coax interface, 1/2 tint polycarb dome 

$ 

286 

V28PT 

Enclosure Module. V28PC, Plus. UTP interface, clear polycarbonate dome 

$ 

337 

V28PT-HT 

Enclosure Module. V28PC, Plus. UTP interface, 1/2 tint polycarb dome 

$ 

337 

V28RC 

Enclosure Module,V28RC,Round,Coax interface, clear polycarbonate dome 

$ 

293 

V28RC-HT 

Enclosure Module,V28RC,Round,Coax interface, 1/2 tint polycarb dome 

$ 

293 

V28RC-AUD 

Enclosure Module,V28RC,Round,Coax interface, clear polycarb dome 
w/audio 

$ 

417 

V28RC-AUD-HT 

Enclosure Module,V28RC,Round,Coax interface, 1/2 tint polycarb dome 
w/audio 

$ 

417 

V28RT 

Enclosure Module,V28RT,Round,UTP interface, clear polycarbonate dome 

$ 

340 

V28RT-HT 

Enclosure Module,V28RT,Round,UTP interface, 1/2 tint polycarb dome 

$ 

340 

V28RT-AUD 

Enclosure Module,V28RT,Round,UTP interface, clear tint polycarb dome 
w/audio 

$ 

464 

V28RT-AUD-HT 

Enclosure Module,V28RT,Round,UTP interface, 1/2 tint polycarb dome 
w/audio 

$ 

464 

V28RF 

Enclosure Module,V28RF,Round,FIBRE interface, clear polycarbonate dome 

$ 

442 

V28RF-HT 

Enclosure Module,V28RF,Round,FIBRE interface, 1/2 tint polycarb dome 

$ 

442 

V28RF-AUD 

Enclosure Module,V28RF,Round,FIBRE interface, clear polycarb dome 
w/audio 

$ 

554 

V28RF-AUD-HT 

Enclosure Module,V28RF,Round,FIBRE interface, 1/2 tint polycarb dome 
w/audio 

$ 

554 

V28CC 

Enclosure Module,V28CC,Corner,Coax interface, clear polycarbonate dome 

$ 

357 

V28CC-HT 

Enclosure Module,V28CC,Corner,Coax interface, 1/2 tint polycarb dome 

$ 

357 

V28CC-SST 

Enclosure Module,V28CC,Corner,Coax interface, clear dome, stainless steel 
finish 

$ 

411 

V28CC-SST-HT 

Enclosure Module,V28CC,Corner,Coax interface, 1/2 tint, stainless steel 
finish 

$ 

411 

V28CT 

Enclosure Module,V28CT,Corner,UTP interface, clear polycarbonate dome 

$ 

414 

V28CT-HT 

Enclosure Module,V28CT,Corner,UTP interface, 1/2 tint polycarb dome 

$ 

414 

V28CT-SST-HT 

Enclosure Module,V28CT,Corner,UTP interface, 1/2 tint dome, stainless steel 
finish 

$ 

468 

V28SC 

Enclosure Module,V28SC,Square,Coax interface, clear polycarbonate dome 

$ 

365 

V28SC-AUD 

Enclosure Module,V28SC,Square,Coax interface, clear polycarb dome 
w/audio 

$ 

448 

V28SC-HT 

Enclosure Module,V28SC,Square,Coax interface, 1/2 tint polycarb dome 

$ 

365 

V28SC-AUD-HT 

Enclosure Module,V28SC,Square,Coax interface, 1/2 tint polycarb dome 
w/audio 

$ 

448 
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Part 

No. 

V28ST 

HONEYWELL UNIT PRICING 

Description 

Enclosure Module,V28ST,Square,UTP interface, clear polycarbonate dome 

NYS PRICE 

$ 419 

V28ST-HT 

Enclosure Module,V28ST,Square,UTP interface, 1/2 tint polycarb dome 

$ 419 

V28ST-AUD 

Enclosure Module,V28ST,Square,UTP interface, clear polycarb dome 
w/audio 

$ 506 

V28ST-AUD-HT 

Enclosure Module,V28ST,Square,UTP interface, 1/2 tint dome, w/audio 

$ 506 



$ 



$ 


$ 

IGBL100 

Indoor only camera module, Monochrome STD RES; use with il 0C Enclosure 

$ 101 

IGBL600 

Indoor only camera module, Monochrome HI RES; use with il 0C Enclosure 

$ 155 

IGC100 

Indoor only camera module, Color STD RES W/O Line Lock; use with il 0C Er 

$ 151 

IGC600 

Indoor only camera module, Color HI RES W/O Line Lock; use with il 0C Encli 

$ 214 

IGCL100 

Indoor only camera module, Color STD RES; use with il 0C Enclosure 

$ 224 

IGCL600 

Indoor only camera module, Color HI RES; use with ilOC Enclosure 

$ 284 

IGDL100 

Indoor only camera module, STD RES TDN ; use with il 0C Enclosure 

$ 284 

IGDL600 

Indoor only camera module, HI RES TDN; use with il0C Enclosure 

$ 345 



$ 

Primaview & Magnaview Cameras 

$ 

MGB100 

Camera Module, Monochrome, STD RES 

$ 123 

MGB600 

Camera Module, Monochrome, HI RES 

$ 182 

MGC100 

Camera Module, Colour,STD RES 

$ 245 

MGC600 

Camera Module, Colour, HI RES 

$ 303 

MGE100 

Camera Module, EX-View, STD RES 

$ 302 

MGE600 

Camera Module, EX-View, HI RES 

$ 357 

MGD100 

Camera Module, True Day Night, STD RES 

$ 321 

MGD600 

Camera Module, True Day Night, HI RES 

$ 391 

MGW600 

Camera Module, Wide Dynamic, HI RES 

$ 373 

MGWD600 

Camera Module, Wide Dynamic True Day Night, HI RES 

$ 440 



$ 



$ 

QL029 

Quick Change Lens Module, 2.9mm 

$ 21 

QL036 

Quick Change Lens Module, 3.6mm 

$ 21 

QL060 

Quick Change Lens Module, 6.0mm 

$ 21 

QL080 

Quick Change Lens Module, 8.0mm 

$ 21 

QL120 

Quick Change Lens Module, 12.0mm 

$ 21 

QL160 

Quick Change Lens Module, 16.0mm 

$ 142 

QLVP4 

Quick Change Lens Module,Variety Pack: 2.9, 3.6, 6.0, 8.0mm 

$ 75 

QLAV1 

Quick Change Lens Module, Auto-Iris Varifocal, 4-9mm (Not useable with ilt 

$ 142 

QLAV2 

Quick Change Lens Module, Auto-Iris Varifocal, 2.8-6.0mm (Not useable witt 

$ 142 

QLAV3 

Quick Change Lens Module, Auto-Iris Varifocal, 9-22mm (Not useable with i' 

$ 142 



$ 

4. CHOOSE YOUR ACCESSORIES 

$ 

V28R MagnaViewTM Series Mounting Accessories 

$ 

V28R-PK 

V28R Pendant Kit - includes conduit adapter plate and gasket 

$ 68 

V28R-WK 

V28R Wall Mount kit - w/ adapter plate, gasket and wall mount arm assembly 

$ 173 

V28C-CWH 

V28C Cornermount - spare part - White Cover plate 

$ 28 

V28C-CSS 

V28C Cornermount - spare part - Brushed Stainless Steel Cover plate 

$ 62 

V28C-LWH 

V28C Cornermount Mid-Wall Top Cap Mount White 

$ 34 

V28C-LSS 

V28C Cornermount Mid-Wall Top Cap Mount Brushed Stainless Steel 

$ 68 

TPS-8 

SWE Tamperproof Screw kit for Cl2, Cl 4, V28F, V28G, Cl 6 & V28P camera 

$ 65 

TPS-10 

SWE Tamperproof Screw kit for V28R, V28S & V29A cameras 

$ 75 

Cl 6CB1550-01 

Standard Res Monochrome EIA / CCIR, Coax, 5-50mm VFAI 

$ 581 

Cl 6TB1550-01 

Standard Res Monochrome EIA / CCIR, UTP, 5-50mm VFAI 

$ 622 



$ 

C16CB6550-01 

High Res Monchrome EIA / CCIR, Coax, 5-50mm VFAI 

$ 628 

C16TB6550-01 

High Res Monchrome EIA/CCIR, UTP, 5-50mm VFAI 

$ 671 



$ 
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Part 

No. 

Cl 6CB1550-02 

HONEYWELL UNIT PRICING 

Description 

Standard Res Monochrome EIA / CCIR, Coax, 5-50mm VFAI, 1/2 Tint Dome 

NYS PRICE 

$ 581 

Cl 6TB1550-02 

Standard Res Monochrome EIA / CCIR, UTP, 5-50mm VFAI, 1/2 Tint Dome 

$ 622 


C16TB6550-02 


C16CB6550-02 


Hiqh Res Monchrome EIA / CCIR, UTP, 5-50mm VFAI, 1/2 Tint Dome 


Hiqh Res Monchrome EIA / CCIR, Coax, 5-50mm VFAI, 1/2 Tint Dome 



Cl 6TC1550-01 


C16CC1550-01 


C16CC6550-01 


C16TC6550-01 


Cl 6CC1550-02 


Cl 6TC1550-02 


C16CC6550-02 


C16TC6550-02 


Standard Res Color NTSC / PAL, UTP, 5-50mm VFAI 


Standard Res Color NTSC / PAL, Coax, 5-50mm VFAI 


Hiqh Res Color NTSC / PAL, Coax, 5-50mm VFAI 


|High Res Color NTSC / PAL, UTP, 5-50mm VFAI_ 


Standard Res Color NTSC / PAL, Coax, 5-50mm VFAI, 1/2 Tint Dome 


Standard Res Color NTSC / PAL, UTP, 5-50mm VFAI, 1/2 Tint Dome 


High Res Color NTSC / PAL, Coax, 5-50mm VFAI, 1/2 Tint Dome 


I High Res Color NTSC / PAL, UTP, 5-50mm VFAI, 1/2 Tint Dome 



C16-WK Cl 6 Wall Mount kit 


C16-PK Cl 6 Pendant Mount Kit 



SWX45-1043 

Standard Resolution Day/Night camera, clear tint acrylic dome, 4.3 mm fixed 
lens, 12VDC operation, AGC included, coaxial video interface 

SWX45-1060 

SWX45 with 6 mm lens 


V25 Blxxx 

Standard Resolution Monochrome, half tint polycarbonate dome, Auto¬ 
sensing 12VDC or 24VAC operation with Line lock, BLC included, coaxial 
video interface 

V25 B1029 

V25B1 with 2.9 mm lens 

V25 B1036 

V25B1 with 3.6 mm lens 

V25 B1060 

V25B1 with 6 mm lens 

V25 B1080 

V25B1 with 8 mm lens 

V25 B1120 

V25B1 with 12 mm lens 



High Resolution Monochrome, half tint polycarbonate dome, Auto-sensing 
V25 B6xxx 12VDC or 24VAC operation with Line lock, BLC included, coaxial video 
interface 


V25 B6029 V25B6 with 2.9 mm lens 


V25 B6036 V25B6 with 3.6 mm lens 


V25 B6060 V25B6 with 6 mm lens 


V25 B6080 V25B6 with 8 mm lens 


V25B6120 V25B6 with 12 mm lens 


Standard Resolution Colour, half tint polycarbonate dome, Auto-sensing 
V25 Clxxx 12VDC or 24VAC operation with Line lock, BLC included, coaxial video 
interface 


V25C1029 V25C1 with 2.9 mm lens 


V25C1036 V25C1 with 3.6 mm lens 


V25C1060 V25C1 with 6 mm lens 


V25C1080 V25C1 with 8 mm lens 


V25C1120 V25C1 with 12 mm len 
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Part 

No. 

V25C1VP1 

HONEYWELL UNIT PRICING 

Description 

V25C1 with 3.6mm lens installed and 3 lens Variety Pack included (2.9, 6, 8 
mm) 

NYS PRICE 

$ 585 


V25 C6xxx 

High Resolution Colour, half tint polycarbonate dome, Auto-sensing 12VDC 
or 24VAC operation with Line lock, BLC included, coaxial video interface 

m 

V25 C6029 

V25C6 with 2.9 mm lens 

$ 642 

V25 C6036 

V25C6 with 3.6 mm lens 

$ 642 

V25 C6060 

V25C6 with 6 mm lens 

$ 642 

V25 C6080 

V25C6 with 8 mm lens 

$ 642 

V25 C6120 

V25C6 with 12 mm lens 

$ 642 

V25 C6VP1 

V25C6 with 3.6mm lens installed and 3 lens Variety Pack included (2.9, 6, 8 
mm) 

$ 714 



V25DH 


V25BPI 


V25 ArmorView Display Housin 


|V25 Backing Plate_ 


V50 B1029 

V50B1 with 2.9 mm lens 

V50 B1036 

V50B1 with 3.6 mm lens 

V50 B1060 

V50B1 with 6 mm lens 

V50 B1080 

V50B1 with 8 mm lens 

V50 B1120 

V50B1 with 12 mm lens 

V50 B1160 

V50B1 with 16 mm lens 


V50 B6xxx 

V50B6 - High Resolution Monochrome 

V50 B6029 

V50B6 with 2.9 mm lens 

V50 B6036 

V50B6 with 3.6 mm lens 

V50 B6060 

V50B6 with 6 mm lens 

V50 B6080 

V50B6 with 8 mm lens 

V50 B6120 

V50B6 with 12 mm lens 

V50 B6160 

V50B6 with 16 mm lens 


V50 Clxxx 

V50C1 - Standard Resolution Colour 

V50C1029 

V50C1 with 2.9 mm lens 

V50C1036 

V50C1 with 3.6 mm lens 

V50C1060 

V50C1 with 6 mm lens 

V50C1080 

V50C1 with 8 mm lens 

V50 Cl 120 

V50C1 with 12 mm lens 

V50C1160 

V50C1 with 16 mm lens 


V50 C6xxx V50C6 - High Resolution Colour 


V50C6029 V50C6 with 2.9 mm lens 


V50C6036 V50C6 with 3.6 mm lens 


V50C6060 V50C6 with 6 mm lens 


V50C6080 V50C6 with 8 mm lens 


V50C6120 V50C6 with 12 mm lens 


V50C6160 V50C6 with 16 mm lens 



V50DH 

V50 WedgeView Display Housing 

V60BB1029 

V60BB1 with 2.9 mm lens 

V60BB1036 

V60BB1 with 23.6mm lens 

V60BB1060 

V60BB1 with 6 mm lens 

V60BB1080 

V60BB1 with 8 mm lens 

V60BB1120 

V60BB1 with 12 mm lens 

V60BB1160 

V60BB1 with 16mm lens 
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HONEYWELL UNIT PRICING 


V60BB6xxx 


V60BB6029 


V60BB6036 


V60BB6060 


V60BB6080 


V60BB6120 


V60BB6160 


V60BC4xxx 


V60BC4029 


V60BC4036 


V60BC4060 


V60BC4080 


V60BC4120 


V60BC4160 


V60BC5xxx 


V60BC5029 


V60BC5036 


V60BC5060 


V60BC5080 


V60BC5120 


V60BC5160 


V60MB1 xxx 


V60MB1029 


V60MB1036 


V60MB1060 


V60MB1080 


V60MB1120 


V60MB1160 


V60MB6xxx 


V60MB6029 


V60MB6036 


V60MB6060 


V60MB6080 


V60MB6120 


V60MB6160 


V60MC4xxx 


V60MC4029 


V60MC4036 


V60MC4060 


V60MC4080 


V60MC4120 


V60MC4160 


V60MC5xxx 


V60MC5029 


V60MC5036 


V60MC5060 


V60MC5080 


V60MC5120 


V60MC5160 


V60EB1 xxx 


V60EB1029 


Description 

|V60BB6 - High Resolution Monochrome 


V60BB6 with 2.9 mm lens 


V60BB6 with 23.6mm lens 


V60BB6 with 6 mm lens 


V60BB6 with 8 mm lens 


V60BB6 with 12 mm lens 


V60BB6 with 16mm lens 


V60BC4 - Standard Resolution Colour 


V60BC4 with 2.9 mm lens 


V60BC4 with 23.6mm lens 


V60BC4 with 6 mm lens 


V60BC4 with 8 mm lens 


V60BC4 with 12 mm lens 


V60BC4 with 16mm lens 


|V60BC5 - High Resolution Colour_ 


V60BC5 with 2.9 mm lens 


V60BC5 with 23.6mm lens 


V60BC5 with 6 mm lens 


V60BC5 with 8 mm lens 


V60BC5 with 12 mm lens 


V60BC5 with 16mm lens 


V60MB1- Standard Resolution Monochrome 


V60MB1 with 2.9 mm lens 


V60MB1 with 23.6mm lens 


V60MB1 with 6 mm lens 


V60MB1 with 8 mm lens 


V60MB1 with 12 mm lens 


V60MB1 with 16mm lens 


V60MB6 - High Resolution Monochrome 


V60MB6 with 2.9 mm lens 


V60MB6 with 23.6mm lens 


V60MB6 with 6 mm lens 


V60MB6 with 8 mm lens 


V60MB6 with 12 mm lens 


V60MB6 with 16mm lens 


V60MC4 - Standard Resolution Colour 


V60MC4 with 2.9 mm lens 


V60MC4 with 23.6mm lens 


V60MC4 with 6 mm lens 


V60MC4 with 8 mm lens 


V60MC4 with 12 mm lens 


V60MC4 with 16mm lens 


V60MC5 - High Resolution Colour 


V60MC5 with 2.9 mm lens 


V60MC5 with 23.6mm lens 


V60MC5 with 6 mm lens 


V60MC5 with 8 mm lens 


V60MC5 with 12 mm lens 


V60MC5 with 16mm lens 


NYS PRICE 

578 


V60EB1 - Standard Resolution Monochrome 


V60EB1 with 2.9 mm I 


tfcyasiEEriaiiliiittMMalll 


$ 

578 

$ 

578 

$ 

578 

$ 

578 

$ 

578 

$ 

698 

$ 

- 

$ 

684 

$ 

684 

$ 

684 

$ 

684 

$ 

684 

$ 

684 

$ 

804 

$ 

- 

$ 

761 

$ 

761 

$ 

761 

$ 

761 

$ 

761 

$ 

761 

$ 

880 

$ 

- 

$ 

- 

$ 

547 

$ 

547 

$ 

547 

$ 

547 

$ 

547 

$ 

547 

$ 

668 

$ 

- 

$ 

711 

$ 

711 

$ 

711 

$ 

711 

$ 

711 

$ 

711 

$ 

831 

$ 

- 

$ 

824 

$ 

824 

$ 

824 

$ 

824 

$ 

824 

$ 

824 

$ 

943 

$ 

- 

$ 

906 

$ 

906 

$ 

906 

$ 

906 

$ 

906 

$ 

906 

$ 

1,026 

$ 

- 

$ 

- 

$ 

600 

$ 

600 
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HONEYWELL UNIT PRICING 


Description 

V60EB1036 | V60EB1 with 3.6 mm lens 


V60EB1060 V60EB1 with 6 mm lens 


V60EB1080 V60EB1 with 8 mm lens 


V60EB1120 V60EB1 with 12 mm lens 


V60EB1160 V60EB1 with 16 mm lens 


V60EB6xxx V60EB6 - High Resolution Monochrome 


V60EB6029 V60EB6 with 2.9 mm lens 


V60EB6036 V60EB6 with 3.6 mm lens 


V60EB6060 V60EB6 with 6 mm lens 


V60EB6080 V60EB6 with 8 mm lens 


V60EB6120 V60EB6 with 12 mm lens 


V60EB6160 V60EB6 with 16 mm lens 


V60EC4xxx V60EC4 - Standard Resolution Colour 


V60EC4029 V60EC4 with 2.9 mm lens 


V60EC4036 V60EC4 with 3.6 mm lens 


V60EC4060 V60EC4 with 6 mm lens 


V60EC4080 V60EC4 with 8 mm lens 


V60EC4120 V60EC4 with 12 mm lens 


V60EC4160 V60EC4 with 16 mm lens 


V60EC5xxx V60EC5 - High Resolution Colour 


V60EC5029 V60EC5 with 2.9 mm lens 


V60EC5036 V60EC5 with 3.6 mm lens 


V60EC5060 V60EC5 with 6 mm lens 


V60EC5080 V60EC5 with 8 mm lens 


V60EC5120 V60EC5 with 12 mm lens 


V60EC5160 V60EC5 with 16 mm lens 


V60NB1xxx V60NB1 - Standard Resolution Monochrome 


V60NB1029 V60NB1 with 2.9 mm lens 


V60NB1036 V60NB1 with 3.6 mm lens 


V60NB1060 V60NB1 with 6 mm lens 


V60NB1080 V60NB1 with 8 mm lens 


V60NB1120 V60NB1 with 12 mm lens 


V60NB1160 V60NB1 with 16 mm lens 


V60NB6xxx |V60MB6 - High Resolution Monochrome 


V60NB6029 V60MB6 with 2.9 mm lens 


V60NB6036 V60MB6 with 3.6 mm lens 


V60NB6060 V60MB6 with 6 mm lens 


V60NB6080 V60MB6 with 8 mm lens 


V60NB6120 V60MB6 with 12 mm lens 


V60NB6160 V60MB6 with 16 mm lens 


V60AB1xxx V60AB1 - Standard Resolution Monochrome 


V60AB1029 V60AB1 with 2.9 mm lens 


V60AB1036 V60AB1 with 3.6 mm lens 


V60AB1060 V60AB1 with 6 mm lens 


V60AB1080 V60AB1 with 8 mm lens 


V60AB1120 V60AB1 with 12 mm lens 


V60AB1160 V60AB1 with 16 mm lens 


V60AB6xxx |V60AB6 - High Resolution Monochrome 


V60AB6029 V60AB6 with 2.9 mm lens 


V60AB6036 V60AB6 with 3.6 mm lens 


V60AB6060 V60AB6 with 6 mm le 


PRICE 


$ 

600 

$ 

600 

$ 

600 

$ 

600 

$ 

720 

$ 

- 

$ 

763 

$ 

763 

$ 

763 

$ 

763 

$ 

763 

$ 

763 

$ 

884 

$ 

- 

$ 

909 

$ 

909 

$ 

909 

$ 

909 

$ 

909 

$ 

909 

$ 

1,029 

$ 

- 

$ 

966 

$ 

966 

$ 

966 

$ 

966 

$ 

966 

$ 

966 

$ 

1,086 

$ 

- 

$ 

- 

$ 

600 

$ 

600 

$ 

600 

$ 

600 

$ 

600 

$ 

600 

$ 

720 

$ 

- 

$ 

763 

$ 

763 

$ 

763 

$ 

763 

$ 

763 

$ 

763 

$ 

884 

$ 

- 

$ 

- 

$ 

844 

$ 

844 

$ 

844 

$ 

844 

$ 

844 

$ 

844 

$ 

965 

$ 

- 

$ 

1,008 

$ 

1,008 

$ 

1,008 

$ 

1,008 
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HONEYWELL UNIT PRICING 


Description 

V60AB6080 V60AB6 with 8 mm lens 
V60AB6120 V60AB6 with 12 mm lens 
V60AB6160 V60AB6 with 16 mm lens 


V60PB1xxx V60PB1 - Standard Resolution Monochrome 


V60PB1029 V60PB1 with 2.9 mm lens 


V60PB1036 V60PB1 with 3.6 mm lens 


V60PB1060 V60PB1 with 6 mm lens 


V60PB1080 V60PB1 with 8 mm lens 


V60PB1120 V60PB1 with 12 mm lens 


V60PB1160 V60PB1 with 16 mm lens 


V60PB6xxx V60PB6 - High Resolution Monochrome 


V60PB6029 V60PB6 with 2.9 mm lens 


V60PB6036 V60PB6 with 3.6 mm lens 


V60PB6060 V60PB6 with 6 mm lens 


V60PB6080 V60PB6 with 8 mm lens 


V60PB6120 V60PB6 with 12 mm lens 


V60PB6160 V60PB6 with 16 mm lens 


V60PC4xxx V60PC4 - Standard Resolution Colour 


V60PC4029 V60PC4 with 2.9 mm lens 


V60PC4036 V60PC4 with 3.6 mm lens 


V60PC4060 V60PC4 with 6 mm lens 


V60PC4080 V60PC4 with 8 mm lens 


V60PC4120 V60PC4 with 12 mm lens 


V60PC4160 V60PC4 with 16 mm lens 


V60PC5xxx 

V60PC5 - High Resolution Colour 

V60PC5029 

V60PC5 with 2.9 mm lens 

V60PC5036 

V60PC5 with 3.6 mm lens 

V60PC5060 

V60PC5 with 6 mm lens 

V60PC5080 

V60PC5 with 8 mm lens 

V60PC5120 

V60PC5 with 12 mm lens 

V60PC5160 

V60PC5 with 16 mm lens 

V60DL 

Decoy V60 Enel, c/w LED, harness, fake lens 

WMH110-06 

Powerhead, 6 foot cable w/ BNC Female video, RCA Audio, 2.1mm Barrel 
power 

WMH-SB110-06 

Powerhead, 6 foot cable w/18" Steel Braid, BNC video, RCA Audio, 2.1mm 
power 

WMH110-20 

Powerhead, 20 foot cable w/ BNC video, RCA Audio, 2.1 mm Barrel power 

WMH110-50 

Powerhead, 50 foot cable w/ BNC video, RCA Audio, 2.1 mm Barrel power 


V60PF 


SHD1.0 


LBK4.0 


UBK1.50 


UBK2.75 


UBK4.75 


VI01-03 


VI01-04 


VI01-06 


V101-08 


VI01-12 


VI01-16 


|V60 Polarizing Filter, self adhesive_ 


|Sun Hood, V60 Powder White, Hardware & Package_ 


V60 L-Bracket Swivel-type w/ HD Lock Washers, V60 Powder White 


V60 U-Bracket 1.5 Inch 


V60 U-Bracket 2.75 Inch 


V60 U-Bracket 4.75 Inch 


VI01 - Standard Resolution Monochrome 


VI01 with 2.9 mm lens 


VI01 with 3.6 mm lens 


VI01 with 6 mm lens 


VI01 with 8 mm lens 


VI01 with 12 mm lens 




NYS PRICE 

$ 1,008 

$ 

1,008 

$ 

1,128 

$ 

- 

$ 

- 

$ 

525 

$ 

525 

$ 

525 

$ 

525 

$ 

525 

$ 

525 

$ 

645 

$ 

- 

$ 

690 

$ 

690 

$ 

690 

$ 

690 

$ 

690 

$ 

690 

$ 

810 

$ 

- 

$ 

815 

$ 

815 

$ 

815 

$ 

815 

$ 

815 

$ 

815 

$ 

934 

$ 

- 

$ 

943 

$ 

943 

$ 

943 

$ 

943 

$ 

943 

$ 

943 

$ 

1,050 

$ 

177 

$ 48 

$ 

51 

$ 

56 

$ 

65 

$ 

- 

$ 

- 

#VALUE! 

$ 

21 

$ 

27 

$ 

30 

$ 

39 

$ 

39 

$ 

903 

$ 

903 

$ 

903 

$ 

903 

$ 

903 

$ 

903 

$ 

1,023 
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No. 

HONEYWELL UNIT PRICING 

Description 

NYS PRICE 

L$_ 

V110- 

V110 - High Resolution Monochrome 

$ 

1,065 

V110-03 

V110 with 2.9 mm lens 

$ 

1,065 

V110-04 

V110 with 3.6 mm lens 

$ 

1,065 

V110-06 

V110 with 6 mm lens 

$ 

1,065 

V110-08 

V110 with 8 mm lens 

$ 

1,065 

V110-12 

V110 with 12 mm lens 

$ 

1,065 

V110-16 

V110 with 16 mm lens 

$ 

1,185 


VI20 - Standard Resolution Colour 


VI20-03 VI20 with 2.9 mm lens 


V120-04 VI20 with 3.6 mm lens 


VI20-06 VI20 with 6 mm lens 


VI20-08 VI20 with 8 mm lens 


V120-12 V120 with 12 mm lens 


VI20-16 VI20 with 16 mm lens 


VI30 - High Resolution Colour 


VI30-03 VI30 with 2.9 mm lens 


VI30-04 VI30 with 3.6 mm lens 


VI30-06 VI30 with 6 mm lens 


VI30-08 VI30 with 8 mm lens 


V130-12 VI30 with 12 mm lens 


VI30-16 VI30 with 16 mm lens 


Standard Resolution Monochrome with BLC, 12 VDC operation 


SWC21B-03 

SWC21B with 2.9 mm lens 

SWC21B-04 

SWC21B with 3.6 mm lens 

SWC21B-06 

SWC21B with 6 mm lens 

SWC21B-08 

SWC21B with 8 mm lens 

SWC21B-12 

SWC21B with 12 mm lens 

SWC21B-16 

SWC21B with 16 mm lens 


SWC22B-03 


SWC22B-04 


SWC22B-06 


SWC22B-08 


SWC22B-12 


SWC22B-16 


SWC23B-03 


SWC23B-04 


SWC23B-06 


SWC23B-08 


SWC23B-12 


SWC23B-16 


SWC24B-03 


SWC24B-04 


SWC24B-06 


SWC24B-08 


SWC24B-12 


SWC24B-16 


High Resolution Monochrome with BLC, 12 VDC operation 


SWC22B with 2.9 mm lens 


SWC22B with 3.6 mm lens 


SWC22B with 6 mm lens 


SWC22B with 8 mm lens 


SWC22B with 12 mm lens 


SWC22B with 16 mm lens 


Standard Resolution Colour with BLC, 12 VDC operation 


SWC23B with 2.9 mm lens 


SWC23B with 3.6 mm lens 


SWC23B with 6 mm lens 


SWC23B with 8 mm lens 


SWC23B with 12 mm lens 


SWC23B with 16 mm lens 


High Resolution Colour with BLC, 12 VDC operation_ 


SWC24B with 2.9 mm lens 


SWC24B with 3.6 mm lens 


SWC24B with 6 mm lens 


SWC24B with 8 mm lens 


SWC24B with 12 mm lens 


SWC24B with 16 mm lens 



SWC21M-03 


SWC21M-04 


Standard Resolution Monochrome with BLC, Mic & LED 


SWC21M with 2.9 mm lens 


SWC21M with 3.6 mm 
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Part 




No. 

Description 

NYS PRICE 

SWC21M-06 

SWC21M with 6 mm lens 

$ 

447 

SWC21M-08 

SWC21M with 8 mm lens 

$ 

447 

SWC21M-12 

SWC21M with 12 mm lens 

$ 

447 

SWC21M-16 

SWC21M with 16 mm lens 

$ 

554 



$ 

- 

■ liilil IN— 

High Resolution Monochrome with BLC, Mic & LED 

$ 

538 

SWC22M-03 

SWC22M with 2.9 mm lens 

$ 

538 

SWC22M-04 

SWC22M with 3.6 mm lens 

$ 

538 

SWC22M-06 

SWC22M with 6 mm lens 

$ 

538 

SWC22M-08 

SWC22M with 8 mm lens 

$ 

538 

SWC22M-12 

SWC22M with 12 mm lens 

$ 

538 

SWC22M-16 

SWC22M with 16 mm lens 

$ 

645 



$ 

- 

. a 

Standard Resolution Colour with BLC, Mic & LED 

$ 

574 

SWC23M-03 

SWC23M with 2.9 mm lens 

$ 

574 

SWC23M-04 

SWC23M with 3.6 mm lens 

$ 

574 

SWC23M-06 

SWC23M with 6 mm lens 

$ 

574 

SWC23M-08 

SWC23M with 8 mm lens 

$ 

574 

SWC23M-12 

SWC23M with 12 mm lens 

$ 

574 

SWC23M-16 

SWC23M with 16 mm lens 

$ 

671 



$ 

- 

■ 1 

High Resolution Colour with BLC, Mic & LED 

$ 

648 

SWC24M-03 

SWC24M with 2.9 mm lens 

$ 

648 

SWC24M-04 

SWC24M with 3.6 mm lens 

$ 

648 

SWC24M-06 

SWC24M with 6 mm lens 

$ 

648 

SWC24M-08 

SWC24M with 8 mm lens 

$ 

648 

SWC24M-12 

SWC24M with 12 mm lens 

$ 

648 

SWC24M-16 

SWC24M with 16 mm lens 

$ 

744 



$ 

- 



$ 

- 

SWC20DL 

SWC20DL - DC powered Decoy with LED 

$ 

164 



$ 

- 



$ 

i 

WMHC20-06 

Powerhead, 6 foot cable w/ BNC Female video, RCA Audio, 2.1mm Barrel 
power 

$ 

47 

SHC20 

Sun Hood, SWC20 Powder White, Hardware & Package 

$ 

20 

SWC20BK10 

C20 Bracket Assembly 

$ 

16 



$ 

- 

SWC20DH 

SWC20 Display Housing 

$ 

70 

SWC40R 

Digital all-in-one camera, Standard Resolution Monochrome with Image 
Storage, Motion Detection, Mic & LED, 12 VDC operation 

$ 

909 



$ 

- 



$ 

- 

KF40 

Single Button Remote Control Key fob, CE & FCC Approved 

$ 

52 

KF44 

Four Button Remote Control Key fob, CE & FCC Approved 

$ 

75 

SWPS24-04 

24VAC Power Supply with 4 outputs; 110VAC input with North American style 
plug, Total output 160VA. ULc Listed. 

$ 

106 

SWPS24-08 

24VAC Power Supply with 8 outputs; 110VAC input with North American style 
plug, Total output 96VA Ulc Listed. 

$ 

156 



$ 

- 



$ 

- 

SWPD04 

AC/DC Power Distribution Board, 4 Outputs 

$ 

81 

SWPD08 

AC/DC Power Distribution Board, 8 Outputs 

$ 

99 



$ 

- 



$ 

- 

PSI 1.2 

Power Adapter, 110VAC 50-60Hz input, 15VDC/3.0A regulated output w/cord 

$ 

115 

PSI 3.0 

Power Adapter, 120VAC 60Hz input, 15VDC/550mA regulated output w/cord, 
wall mount 

$ 

69 


3822 14476(Honeywell).xls 
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No. 

PSI 4.1 

HONEYWELL UNIT PRICING 

Description 

Power Adapter, 110-240VAC 50-60 Hz input, 15VDC/400 mA regulated 
output, wall mount. North American plug only. 

NYS PRICE 

$ 30 

PSI 5.1 

Power Adapter, 110VAC 50-60 Hz input, 12VDC/1.0A regulated output, wall 
mount, use with V60 B/W 

$ 65 

PSI 6.0 

Power Adapter, 110VAC 60 Hz input, 9VDC/500 mA output, use with VI5 
only 

$ 14 

SWPS12-800 

Wall Mount Power Supply, 110VAC 50-60Hz input, 12VDC/800mA 
Unregulated output w/cord 

$ 32 

SWPS24-20 

Power Adapter for SWIR-AC, 120VAC 60Hz input, 24VDC/20VA output, wall 
mount, North American plug 

$ 25 

QLVP3 

Quick Change Lens, Variety 3-Pack, includes 2.9, 6.0, 8.0 mm (camera 
should be ordered with 3.6mm lens when VP3 ordered with camera). Note: 
this option is only available for SWC20, V25, V26, V50 & VI00 series 
cameras. It is not available for VI5 or any 

$ 51 



$ 

DRK2.0 

Dome Replacement Kit, dear polycarbonate 

$ 81 

DRK2.2 

Dome Replacement Kit, clear, Large 

$ 81 

DRK3.0 

Dome Replacement Kit, half tint polycarbonate 

$ 81 

DRK3.2 

Dome Replacement Kit, half tint, Large 

$ 81 

DRK4.1 

Dome Replacement Kit, gold acrylic 

$ 106 

DRK5.0 

Dome Replacement Kit - for Quad Dome camera. Available in clear only 

$ 86 

VORTEX-VC 

Vortex Colour Camera Optics Package, Dome Drive, 128X Total Zoom - 
NTSC 

$ 2,606 

VORTEX-VM 

Vortex Monochrome Camera Optics Package, Dome Drive, 128X Zoom - EIA 

$ 2,265 

VORTEX-VDN 

Vortex Low-light Optics Package, Dome Drive 

$ 2,606 

IF 

Indoor Flush (suspended) Ceiling Mount Backbox 

$ 637 

01 

Clear lower Polycarbonate globe with trim ring / Use with IF 

$ 97 

02 

Smoked Lower Polycarbonate Globe with Trim Ring / Use with IF 

$ 97 

VORTEX-IPG1 

Indoor Pendant, Gray with Clear Lower Globe 

$ 987 

VORTEX-IPG2 

Indoor Pendant, Gray with Smoked Lower Globe 

$ 987 

VORTEX-IPB1 

Indoor Pendant, Black with Clear lower Globe 

$ 1,020 

VORTEX-IPB2 

Indoor Pendant, Black with Smoked Lower Globe 

$ 1,020 

VORTEX-EPG1 

Environmental Pendant dome, Gray with Clear Lower Globe, Heater, Blower 

$ 1,166 

VORTEX-EPG2 

Environmental Pendant dome, Gray with Smoked Lower Globe, Heater, 

Blower 

$ 1,164 

VORTEX-EPB1 

Environmental Pendant dome, Black with Clear Lower Globe, Heater, Blower 

$ 1,193 

VORTEX-EPB2 

Environmental Pendant dome, Black with Smoked Lower Globe, Heater, 
Blower 

$ 1,191 



$ 



$ 

G900-076 

Dome Heater for EPG 

$ 97 

MK01 

Flange, Horizontal Surface Mount, 1 1/2 NPT, 2" Length 

$ 52 

MK02 

Cast Arm Vertical Surface Mount 

$ 330 

MK02-PS 

Cast Arm for Vertical Surface Mount w/ built-in 100 VA110VAC/24VAC Power 
Supply. 

$ 428 

MK03 

Pole Mount - MK02 or MK02-PS is reguired 

$ 84 

MK04 

External Corner Mount - MK02 or MK02-PS is reguired 

$ 142 

MK05 

Parapet Mount 

$ 255 

SATURN-MP11 

Indoor Pendant mount, grey with clear dome, without heater 

$ 1,020 

SATURN-MP12 

Indoor Pendant mount, grey with smoked dome, without heater 

$ 1,020 

SATURN-MP15 

Outdoor Pendant mount, grey with clear dome, with heater & sun shield 

$ 1,170 

SATURN-MP16 

Outdoor Pendant mount, grey with smoked dome, with heater & sun shield 

$ 1,170 

PG01 

Spare Polycarbonate Clear Globe, without bezel 

$ 32 

PG02 

Spare Polycarbonate Smoked Globe, without bezel 

$ 32 


3822 1447b(H6neywell).xls 
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HONEYWELL UNIT PRICING 



Description 

Power Supply for Indoor dome, 110VAC input / 24VAC output - 48VA power 

Power Supply for Outdoor dome, 110VAC input / 24VAC output -10OVA 
ower 


Power Supply for Outdoor dome, 230VAC input / 24VAC output - 100VA 
ower. CE Appoved. 


NYS PRICE 


VDC-B-GY Quarterback Controller Cushion Button 


VDC-J-GY Quarterback Controller with Joystick 


MC EIA B/W Kits with 15" (0.38m) pigtail 


MC-BxxOONI 


MC-B2500N1 


MC-B0400N1 


MC-B0400N1001 


MC-B0600N1 


MC-B1200N1 


MC-Bxx00N9 


MC-B2500N9 


MC-B0600N9 


MC-B9900N9 


Standard resolution EIA B/W Mini-Cam kit; includes fixed lens, RCA video & 
2.1 mm barrel style power connectors and 120VAC / +6VDC power supply 


MC-BxxOONI with 2.5 mm lens 


MC-BxxOONI with 4 mm lens 


MC-BxxOONI with 4 mm lens and BLC 


MC-BxxOONI with 6 mm lens 


MC-BxxOONI with 12 mm lens 


Standard resolution EIA B/W Mini-Cam kit; includes fixed lens, RCA video & 
2.1 mm barrel style power connectors and no power supply 


MC-Bxx00N9 with 2.5 mm lens 


MC-Bxx00N9 with 6 mm lens 


|MC-Bxx00N9 with no lens supplied_ 


MC NTSC Colour Kits with 15" (0.38m) piatail 


Standard resolution NTSC Colour Mini-Cam kit; includes fixed lens, RCA 
MC-CxxOONI video & 2.1 mm barrel style power connectors and 120VAC / +6VDC power 


MC-C2500N1 


MC-C0400N1 


MC-C0400N1001 


MC-C0600N1 


MC-C0600N1009 


MC-C1200N1 


MC-C9900N1 


MC-Cxx00N9 


MC-C2500N9 


MC-C0400N9 


MC-C0600N9 


MC-C1200N9 


MC-C9900N9 


MC-CxxOONI with 2.5 mm lens 


MC-CxxOONI with 4 mm lens 


MC-CxxOONI with 4 mm lens and BLC 


MC-CxxOONI with 6 mm lens 


MC-CxxOONI with 6 mm lens and mirror image 


MC-CxxOONI with 12 mm lens 


MC-CxxOONI with no lens supplied_ 


Standard resolution NTSC Colour Mini-Cam kit; includes fixed lens, RCA 
video & 2.1 mm barrel style power connectors and no power supply 


MC-C2500N9 with 2.5 mm lens 


MC-C2500N9 with 4 mm lens 


MC-C2500N9 with 6 mm lens 


MC-C2500N9 with 12 mm lens 


MC-C2500N9 with no lens supplied 


MC EIA B/W Kits with 5' (1.51 m) cable terminated in RJ-11 connector 


.Standard resolution EIA B/W Mini-Cam kit, includes VA-100 video adapter 
MC-Bxxl0N2 ^ 

and 120VAC / +9VDC power supply 


MC-B2510N2 MC-Bxxl 0N2 with 2.5 mm lens 


MC-B0410N2 MC-Bxxl 0N2 with 4 mm lens 


MC-B0610N2 MC-Bxxl 0N2 with 6 mm lens 


MC-B1210N2 MC-Bxxl 0N2 with 12 mm lens 


MC-B9910N2 | MC-Bxxl 0N2 with no lens supplied 


MC-Bxxl 0N9 


MC-B1210N9 


Standard resolution EIA B/W Mini-Cam kit; includes VA-100 video adapter 
and no power supply 


MC-Bxxl 0N9 with 12 mm lens 


$ 

90 

$ 

120 

$ 

- 

$ 

- 

$ 

996 

$ 

1,325 

$ 

- 

$ 

150 

$ 

150 

$ 

150 

$ 

150 

$ 

150 

$ 

150 

$ 

- 

$ 

144 

$ 

144 

$ 

144 

$ 

144 

$ 

- 

$ 

- 

$ 

182 

$ 

182 

$ 

182 

$ 

182 

$ 

182 

$ 

182 

$ 

182 

$ 

182 

$ 

- 

$ 

176 

$ 

176 

$ 

176 

$ 

176 

$ 

176 

$ 

176 

$ 

- 

$ 

- 

$ 

196 

$ 

196 

$ 

196 

$ 

196 

$ 

196 

$ 

196 

$ 

- 

$ 

191 

$ 

191 

$ 

- 
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NYS OGS Procurement Services _ 
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HONEYWELL UNIT PRICING 

Part 

No. Description 

MC NTSC Colour Kits with 5' (1.51 m) cable terminated in RJ-11 connector 


MC-Cxxl 0N2 

Standard resolution NTSC Colour Mini-Cam kit; includes fixed lens, VA-100 
video adapter and 120VAC / +9VDC power supply 

MC-C2510N2 

MC-Cxxl 0N2 with 2.5 mm lens 

MC-C0410N2 

MC-Cxxl 0N2 with 4 mm lens 

MC-C0610N2 

MC-Cxxl 0N2 with 6 mm lens 

MC-C0610N2009 

MC-Cxxl 0N2 with 6 mm lens and mirror image 

MC-C9910N2 

MC-Cxxl 0N2 with no lens supplied 


, Standard resolution NTSC Colour Mini-Cam kit; includes VA-100 video 

MC-Cxx10N9 , . 

adapter and no power supply 


MC-C0410N9 MC-Cxxl 0N9 with 4 mm lens 


MC-C0610N9 MC-Cxxl 0N9 with 6 mm lens 


MC CCIR B/W Kits with 15" (0.38m) oiatail 


Standard resolution CCIR B/W Mini-Cam kit; includes fixed lens, RCA video 
N/A & 2.1 mm barrel style power connectors and 230VAC / +6VDC power supply 

_with European plug_ 


N/A MC-Bxx00P5 with 4 mm lens 


N/A MC-Bxx00P5 with 6 mm lens 


N/A MC-Bxx00P5 with 12 mm lens 


Standard resolution CCIR B/W Mini-Cam kit; includes fixed lens, RCA video 
& 2.1 mm barrel style power connectors and 230VAC / +6VDC power supply 
with UK plug 


MC-Bxx00P6 with 4 mm lens 


MC-Bxx00P6 with 6 mm lens 


Standard resolution CCIR B/W Mini-Cam kit; includes fixed lens, RCA video 
& 2.1 mm barrel style power connectors and no power supply_ 


MC-Bxx00P9 with 4 mm lens 


MC-Bxx00P9 with 6 mm lens 


MC PAL Colour Kits with 15" (0.38m) Diatail 


Standard resolution PAL Colour Mini-Cam kit; includes fixed lens, RCA video 
N/A & 2.1 mm barrel style power connectors and 230VAC / +6VDC power supply 

with European plug 


N/A MC-Cxx00P5 with 4 mm lens 


N/A MC-Cxx00P5 with 6 mm lens 


N/A MC-Cxx00P5 with 12 mm lens 


Standard resolution PAL Colour Mini-Cam kit; includes fixed lens, RCA video 
& 2.1 mm barrel style power connectors and 230VAC / +6VDC power supply 
with UK plug 


MC-Cxx00P6 with 4 mm lens 


MC-Cxx00P6 with 6 mm lens 


MC-Cxx00P6 with 12 mm lens 


Standard resolution PAL Colour Mini-Cam kit; includes fixed lens, RCA video 
& 2.1 mm barrel style power connectors and no power supply_ 


MC-Cxx00P9 with 4 mm lens 


MC-Cxx00P9 with 6 mm lens 




MC International EIA/NTSC Kits with 15" (0.38m) Diatail 



Standard resolution NTSC Colour Mini-Cam kit; includes fixed lens, RCA 
video & 2.1 mm barrel style power connectors and 230VAC / +6VDC power 
supply with European plug_ 


MC-Cxx00N5 with 2.5 mm lens 


MC CCIR B/W Kits with 5' (1.51 m) cable ter 


sraiMKiiiiisa 


NYS 

$ 

PRICE 

mm 

$ 

236 

$ 

236 

$ 

236 

$ 

236 

$ 

236 

$ 

- 

$ 

228 

$ 

228 

$ 

228 

$ 

- 

$ 

165 

$ 

165 

$ 

165 

$ 

165 

$ 

- 

$ 

167 

$ 

167 

$ 

167 

$ 

- 

$ 

155 

$ 

155 

$ 

155 

$ 

- 

$ 

- 

$ 

198 

$ 

198 

$ 

198 

$ 

198 

$ 

- 

$ 

200 

$ 

200 

$ 

200 

$ 

200 

$ 

- 

$ 

186 

$ 

186 

$ 

186 

$ 

- 

$ 

- 

$ 

- 

$ 

195 

$ 

195 

$ 

- 

$ 

- 
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NYS OGS Procurement Services 


Group 38221 - Alarm & Signal Systems 


Award - C-4476-G 



Contract - PC56295 

Part 

No. 

N/A 

HONEYWELL UNIT PRICING 

Description 

Standard resolution CCIR B/W Mini-Cam kit; includes fixed lens, RCA video 
& 2.1 mm barrel style power connectors and 230VAC / +9VDC power supply 
with European plug 

NYS PRICE 

$ 240 

N/A 

MC-Bxx10P3 with 6 mm lens 

$ 240 

N/A 

MC-Bxx10P3 with no lens supplied 

$ 240 



$ 

N/A 

Standard resolution CCIR B/W Mini-Cam kit; includes fixed lens, RCA video 
& 2.1 mm barrel style power connectors and 230VAC / +9VDC power supply 
with UK plug 

$ 248 

N/A 

MC-Bxx10P4 with 6 mm lens 

$ 248 

N/A 

MC-Bxx10P4 with no lens supplied 

$ 248 



$ 

N/A 

Standard resolution CCIR B/W Mini-Cam kit; includes fixed lens, RCA video 
& 2.1 mm barrel style power connectors and no power supply 

$ 227 

N/A 

MC-Bxx10P9 with 4 mm lens 

$ 227 

N/A 

MC-Bxx10P9 with no lens supplied 

$ 227 



$ 

MC PAL Colour Kits with 5' (1.51 m) cable terminated in RJ-11 connector 

$ 

N/A 

Standard resolution PAL Colour Mini-Cam kit; includes fixed lens, RCA video 
& 2.1 mm barrel style power connectors and 230VAC / +9VDC power supply 
with European plug 

$ 288 

N/A 

MC-Cxxl 0P3 with 4 mm lens 

$ 288 

N/A 

MC-Cxxl 0P3 with 6 mm lens 

$ 288 

N/A 

MC-Cxxl 0P3 with no lens supplied 

$ 288 



$ 

N/A 

Standard resolution PAL Colour Mini-Cam kit; includes fixed lens, RCA video 
& 2.1 mm barrel style power connectors and 230VAC / +9VDC power supply 
with UK plug 

$ 297 

N/A 

MC-Cxxl 0P4 with 4 mm lens 

$ 297 

N/A 

MC-Cxxl 0P4 with 6 mm lens 

$ 297 

N/A 

MC-Cxxl 0P4 with no lens supplied 

$ 297 



$ 

N/A 

Standard resolution PAL Colour Mini-Cam kit; includes fixed lens, RCA video 
& 2.1 mm barrel style power connectors and no power supply 

$ 272 

N/A 

MC-Cxxl 0P9 with 4 mm lens 

$ 272 



$ 

MC International EIA/NTSC Kits with 5' (1.51 m) cable terminated in RJ-11 connector 

$ 



$ 

N/A 

Standard resolution NTSC Colour Mini-Cam kit; includes fixed lens, RCA 
video & 2.1 mm barrel style power connectors and 230VAC / +9VDC power 
supply with European plug 

$ 255 

N/A 

MC-Cxxl 0N3 with 2.5 mm lens 

$ 255 

N/A 

MC-Cxxl 0N3 with 4 mm lens 

$ 255 

N/A 

MC-Cxxl 0N3 with 12 mm lens 

$ 255 

PH Kit with 15" (0.38m) piqtail 

$ 

PH-B3700N1 

Standard resolution EIA B/W camera with low profile 3.7 mm lens. Includes 

120VAC / +6VDC power supply 

$ 142 

PH-B3700N9 

Standard resolution EIA B/W camera with low profile 3.7 mm lens. No power 
supply 

$ 137 



$ 

PH Kits with 5' (1.51 m) cable terminated in RJ-11 connector 

$ 

PH-B3710N2 

Standard resolution EIA B/W camera with low profile 3.7 mm lens. Includes 
VA-100 power/video adapter and 120VAC / +9VDC power supply. 

$ 191 



$ 



$ 



$ 



$ 

PH Kit with 15" (0.38m) oiatail 

$ 


3822 1447t>(Honeywell).xls 
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NYS OGS Procurement Services 


Group 38221 - Alarm & Signal Systems 


Award - C-4476-G 



Contract - PC56295 

HONEYWELL UNIT PRICING 



Part 




No. 

Description 

NYS PRICE 

N/A 

Standard resolution CCIR B/W camera with low profile 3.7 mm lens. Includes 
230VAC / +6VDC power supply with European plug 

$ 

162 

N/A 

Standard resolution CCIR B/W camera with low profile 3.7 mm lens. Includes 
230VAC / +6VDC power supply with UK plug 

$ 

164 

N/A 

Standard resolution CCIR B/W camera with low profile 3.7 mm lens. No 
power supply included 

$ 

151 

N/A 

Standard resolution EIA B/W camera with low profile 3.7 mm lens. Includes 
230VAC / +6VDC power supply with European plug 

$ 

155 



$ 

- 

PH Kits with 5' (1.51 m) cable terminated in RJ-11 connector 

$ 

- 

N/A 

Standard resolution CCIR B/W camera with low profile 3.7 mm lens. Includes 
230VAC / +9VDC power supply with European plug 

$ 

162 

N/A 

Standard resolution CCIR B/W camera with low profile 3.7 mm lens. Includes 
230VAC / +9VDC power supply with UK plug 

$ 

164 

I- Camera Flush Mount 

$ 

- 

QD-4BxxN2 

Standard resolution EIA B/W - 4 cameras, flush mount, includes 120VAC / 
+9VDC power supply 

$ 

830 

QD-4B25N2 

QD-4BxxN2 with 2.5 mm lens 

$ 

830 

QD-4B04N2 

QD-4BxxN2 with 3.7 mm lens 

$ 

830 

QD-4B06N2 

QD-4BxxN2 with 6 mm lens 

$ 

830 

QD-4B12N2 

QD-4BxxN2 with 12 mm lens 

$ 

830 



$ 

- 

QD-4BxxN9 

Standard resolution EIA B/W - 4 cameras, flush mount, no power supply 
included 

$ 

822 

QD-4B04N9 

QD-4BxxN9 with 3.7 mm lens 

$ 

822 



$ 

- 

QD-4CxxN2 

Standard resolution NTSC Colour - 4 cameras, flush mount, includes 

120VAC / +9VDC power supply 

$ 

996 

QD-4C25N2 

QD-4CxxN2 with 2.5 mm lens 

$ 

996 

QD-4C04N2 

QD-4CxxN2 with 3.7 mm lens 

$ 

996 

QD-4C06N2 

QD-4CxxN2 with 6 mm lens 

$ 

996 

QD-4C12N2 

QD-4CxxN2 with 12 mm lens 

$ 

996 



$ 

- 

QD-4CxxN9 

Standard resolution NTSC Colour - 4 cameras, flush mount, no power supply 
included 

$ 

987 

QD-4C25N9 

QD-4CxxN9 with 2.5 mm lens 

$ 

987 

QD-4C04N9 

QD-4CxxN9 with 3.7 mm lens 

$ 

987 



$ 

- 

l Camera Flush Mount 

$ 

- 

QD-2BxxN2 

Standard resolution EIA B/W - 2 cameras, flush mount, includes 120VAC / 
+9VDC power supply 


529 

QD-2B25N2 

QD-2BxxN2 with 2.5 mm lens 

$ 

529 

QD-2B04N2 

QD-2BxxN2 with 3.7 mm lens 

$ 

529 

QD-2B06N2 

QD-2BxxN2 with 6 mm lens 

$ 

529 

QD-2B12N2 

QD-2BxxN2 with 12 mm lens 

$ 

529 



$ 

- 

QD-2CxxN2 

Standard resolution NTSC Colour - 2 cameras, flush mount, includes 

120VAC / +9VDC power supply 

$ 

636 

QD-2C25N2 

QD-2CxxN2 with 2.5 mm lens 

$ 

636 

QD-2C04N2 

QD-2CxxN2 with 3.7 mm lens 

$ 

636 

QD-2C06N2 

QD-2CxxN2 with 6 mm lens 

$ 

636 

QD-2C12N2 

QD-2CxxN2 with 12 mm lens 

$ 

636 



$ 

- 

QD-2CxxN9 

Standard resolution NTSC Colour - 2 cameras, flush mount, no power supply 
included 

$ 

628 

QD-2C25N9 

QD-2CxxN9 with 2.5 mm lens 

$ 

628 

QD-2C04N9 

QD-2CxxN9 with 3.7 mm lens 

$ 

628 

I- Camera Flush Mount 

$ 

- 


822 


Standard resolution CCIR B/W - 4 cameras, flush mount, no power supply 
included 4476/Hnnevwelh xls 


$ 
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NYS OGS Procurement Services _ 
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HONEYWELL UNIT PRICING 



Description 

QD-4BxxP9 with 3.7 mm lens _ 

QD-4BxxP9 with 6 mm lens 


Standard resolution PAL Colour - 4 cameras, flush mount, no power supply 
included 


QD-4CxxP9 with 3.7 mm lens 


Camera Flush Mount 



DC-BxxN 


DC-B25N 


DC-B04N 


DC-B06N 


DC-B12N 


DC-CxxN 


DC-C25N 


DC-C04N 


DC-C06N 


DC-C12N 



M12-1C25N2 


M12-1C04N2 


M12-1C06N2 


M12-1C12N2 


M12-1B25N2 


M12-1B04N2 


M12-1B06N2 


M12-1B12N2 


Standard resolution PAL Colour - 2 cameras, flush mount, no power supply 
included 


QD-2CxxP9 with 6 mm lens 


Standard resolution EIA B/W camera with MB-100 swivel mounting bracket 


DC-BxxN with 2.5 mm lens 


DC-BxxN with 3.7 mm lens 


DC-BxxN with 6 mm lens 


DC-BxxN with 12 mm lens 


Standard resolution NTSC Colour camera with MB-100 swivel mounting 
bracket 


DC-CxxN with 2.5 mm lens 


DC-CxxN with 3.7 mm lens 


DC-CxxN with 6 mm lens 


DC-CxxN with 12 mm lens 


Standard resolution CCIR B/W camera with MB-100 swivel mounting bracket 


DC-BxxP with 3.7 mm lens 


Standard resolution PAL Colour camera with MB-100 swivel mounting bracket 


DC-CxxP with 3.7 mm lens 


DC-CxxP with 6 mm lens 


DC-CxxP with 12 mm lens 


AC power adapter 120VAC / +9 VDC 333mA North American standard plug 


One NTSC Colour camera with single 2.5mm fixed lens and 120VAC / 
+9VDC power supply with North American plug 


One NTSC Colour camera with single 4mm fixed lens and 120VAC / +9VDC 
power supply with North American plug 


One NTSC Colour camera with single 6mm fixed lens and 120VAC / +9VDC 
power supply with North American plug 


One NTSC Colour camera with single 12mm fixed lens and 120VAC / +9VDC 
power supply with North American plug 


One EIA B/W camera with single 2.5mm fixed lens and 120VAC / +9VDC 
power supply with North American plug 


One EIA B/W camera with single 4mm fixed lens and 120VAC / +9VDC 
power supply with North American plug 


One EIA B/W camera with single 6mm fixed lens and 120VAC / +9VDC 
power supply with North American plug 


One EIA B/W camera with single 12mm fixed lens and 120VAC / +9VDC 
power supply with North American plug 


NYS PRICE 

$ 

822 

$ 

822 

$ 

- 

$ 

987 

$ 

987 

$ 

- 

$ 

- 

$ 

524 

$ 

524 

$ 

- 

$ 

147 

$ 

147 

$ 

147 

$ 

147 

$ 

147 

$ 

- 

$ 

177 

$ 

177 

$ 

177 

$ 

177 

$ 

177 

$ 

- 

$ 

159 

$ 

159 

$ 

- 

$ 

159 

$ 

159 

$ 

159 

$ 

159 

$ 

- 

$ 

- 

$ 

23 

$ 

- 

$ 

321 

$ 

321 

$ 

321 

$ 

321 

$ 

- 

$ 

- 

$ 

306 

$ 

306 

$ 

306 

$ 

306 

$ 

- 

$ 

- 
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HONEYWELL UNIT PRICING 



Part 




No. 

Description 

NYS PRICE 

N/A 

One PAL Colour camera with single 4mm fixed lens. Select appropriate 
power supply from MID Accessories - Power Supply list. 

$ 

321 

N/A 

One PAL Colour camera with single 6mm fixed lens. Select appropriate 
power supply from MID Accessories - Power Supply list. 

$ 

321 



$ 

- 



$ 

- 

N/A 

One CCIR B/W camera with single 4mm fixed lens. Select appropriate power 
supply from MID Accessories - Power Supply list. 

$ 

306 



$ 

- 

Part 



No. 

Description 

OGS PRICE 



$ 

- 



$ 

- 

M12-2C25N2 

Two NTSC Colour cameras each with 2.5mm fixed lens and 120VAC / 

+9VDC power supply with North American plug 

$ 

536 

M12-2C04N2 

Two NTSC Colour cameras each with 4mm fixed lens and 120VAC / +9VDC 
power supply with North American plug 

$ 

536 

M12-2C06N2 

Two NTSC Colour cameras each with 6mm fixed lens and 120VAC / +9VDC 
power supply with North American plug 

$ 

536 

M12-2C12N2 

Two NTSC Colour cameras each with 12mm fixed lens and 120VAC / +9VDC 
power supply with North American plug 

$ 

536 



$ 

- 



$ 

- 

M12-2B25N2 

Two EIA B/W cameras each with 2.5mm fixed lens and 120VAC / +9VDC 
power supply with North American plug 

$ 

510 

M12-2B04N2 

Two EIA B/W cameras each with 4mm fixed lens and 120VAC / +9VDC 
power supply with North American plug 

$ 

510 

M12-2B06N2 

Two EIA B/W cameras each with 6mm fixed lens and 120VAC / +9VDC 
power supply with North American plug 

$ 

510 



$ 

- 



$ 

- 

N/A 

Two PAL Colour cameras each with 4mm fixed lens. Select appropriate 
power supply from MID Accessories - Power Supply list. 

$ 

536 

N/A 

Two PAL Colour cameras each with 6mm fixed lens. Select appropriate 
power supply from MID Accessories - Power Supply list. 

$ 

536 

N/A 

Two PAL Colour cameras each with 12mm fixed lens. Select appropriate 
power supply from MID Accessories - Power Supply list. 

$ 

536 



$ 

- 



$ 

- 

N/A 

Two CCIR B/W cameras each with 4mm fixed lens. Select appropriate power 
supply from MID Accessories - Power Supply list. 

$ 

510 

RM-LN25N 

2.5mm lens, wide angle (for NTSC/EIA cameras only) 

$ 

30 

RM-LN04N 

3.7mm lens, wide angle (for all cameras) 

$ 

16 

RM-LN06N 

6mm lens, standard view (for NTSC/IEA cameras only) 

$ 

21 

RM-LN12N 

12mm lens, telephoto view (for NTSC/IEA cameras only) 

$ 

21 



$ 

- 



$ 

- 

LK-025 

2.5mm lens, wide angle 4 pack (for NTSC/EIA cameras only) 

$ 

120 

LK-004 

3.7 mm lens 4 pack (for all cameras) 

$ 

69 

LK-006 

6mm lens 4 pack (for North American cameras only) 

$ 

83 

LK-012 

12mm lens 4 pack (for North American cameras only) 

$ 

83 

LK-099N 

4 pack with one of each lens option - 2.5mm, 3.7mm, 6mm and 12mm 
(NTSC/EIA only) 

$ 

88 



$ 

- 



$ 

- 

MB-100 

Camera mounting bracket - clips onto camera body and contains a swivel 

$ 

3 

mount with a 1/4"x#20 threaded mounting hole 


MK-100 

Camera mounting kit, includes MB-100 swivel bracket, wall/desk mount & 

$ 

7 

haredware 



3822 14476(Honeywell).xls 
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Part 

No. 

MK-300 

HONEYWELL UNIT PRICING 

Description 

Pin Hole camera mounting bracket - reversible. Includes mounting screws. 

NYS PRICE 

$ 2 

VA-100 

Video & Power adapter assembly - adapts RJ-11 style connector from 
camera to RCA plug for video and 2.1 mm barrel connector for power (+9 to 

15 VDC) 

$ 38 



PS-100 


PS-101 


N/A 


N/A 


N/A 


N/A 



SWIRW-AC 


SWIRW-DC 


SWIR-AC 


SWIR-DC 


SWX80C100 


SWX80C600 


SWX80D100 


SWX80D600 


SWX81D100 


SWX81D600 


SWX82D100 


SWX82D600 


SWX200S51 


SWX200S52 


SWX200S53 


SWX200M51 


SWX200M52 


SWX200M53 


SWX200F51 


AC power adapter 120VAC / +9 VDC North American standard plu 


| AC power adapter 120VAC / +6 VDC North American standard plug 


AC power adapter 230VAC / +9 VDC European standard plu 


AC power adapter 230VAC / +6 VDC European standard plug 


AC power adapter 230VAC / +9 VDC U.K. standard plu 


|AC power adapter 230VAC / +6 VDC U.K. standard plug_ 


Quad Dome Pendant Mounting Kit - includes pendant assembly and 
mounting hardware_ 


IR Illuminator - 24 VAC all wide LED pattern 


IR Illuminator - 12 VDC all wide LED pattern 


IR Illuminator - 24 VAC - narrow/wide LED combination pattern 


IR Illuminator -12 VDC - narrow/wide LED combination pattern 


SWX75S71 

LumaView 75W 15 degree Spot 715nm 

SWX75S72 

LumaView 75W 15 degree Spot 850nm 

SWX75S73 

LumaView 75W 15 degree Spot 950nm 

SWX75M71 

LumaView 75W 25 degree Med Flood 715nm 

SWX75M72 

LumaView 75W 25degree Med Flood 850nm 

SWX75M73 

LumaView 75W 25 degree Med Flood 950nm 

SWX75F71 

LumaView 75W 42 degree Flood 715nm 

SWX75F72 

LumaView 75W 42 degree Flood 850nm 

SWX75F73 

LumaView 75W 42 degree Flood 950nm 


Bullet camera, Color, STD RES,Line Lock 


Bullet camera, Color, HI RES,Line Lock 


Bullet camera, True Day Night,STD RES,Line Lock 


I Bullet camera, True Day Night,HI RES,Line Lock 


| Bullet camera, True Day Night,STD RES,Line Lock,12 LED's 


Bullet camera, True Day Night,HI RES,Line Lock,12 LED's 


Bullet camera, True Day Night,STD RES,Line Lock,48 LED's 


|Bullet camera, True Day Night,HI RES,Line Lock,48 LED's 


SWX200 (4x50W) Illuminator with 10 degree Spot Beam Pattern & 715nm 
Filter 


SWX200 (4x50W) Illuminator with 10 degree Spot Beam Pattern & 850nm 
Filter 


SWX200 (4x50W) Illuminator with 10 degree Spot Beam Pattern & 950nm 
Filter 


SWX200 (4x50W) Illuminator with 24 degree Med Flood Beam Pattern & 
715nm Filter 


SWX200 (4x50W) Illuminator with 24 degree Med Flood Beam Pattern & 
850nm Filter 


SWX200 (4x50W) Illuminator with 24 degree Med Flood Beam Pattern & 
950nm Filter 


SWX200 (4x50W) Illuminator with 60 degree Flood Beam Pattern & 715nm 
Filter 


KKwaEEHai: 








































































































NYS OGS Procurement Services 


Group 38221 - Alarm & Signal Systems 


Award - C-4476-G 



Contract - PC56295 

Part 

No. 

SWX200F52 

HONEYWELL UNIT PRICING 

Description 

SWX200 (4x50W) Illuminator with 60 degree Flood Beam Pattern & 850nm 
Filter 

NYS PRICE 

$ 936 

SWX200F53 

SWX200 (4x50W) Illuminator with 60 degree Flood Beam Pattern & 950nm 
Filter 

$ 936 


LPS75-1 


LPS200-1 


LPS200-1-2 


SWXF715 


SWXF850 


SWXF950 


SWXB75S 


SWXB75M 


SWXB75F 


LumaView 75 Power Supply 120V/12VAC 6A 


SWX200 Power Supply 110/12VAC,1 OA. Need 2 of these for each SWX200 
unit 


| Dual Power Supply for SWX200; 110/12VAC, 10A_ 


FILTER,715NM 


FILTER,850NM 


FILTER,950NM 


BULB,75W,SPOT -14 deq Beam 


|BULB,75W,MED FLOOD - 25 deg Beam 


BULB,75W,FLOOD - 42 deq Beam 


SWXB50S 

50Watt Bulb with Spot (10 deq) Beam Pattern 

SWXB50M 

50Watt Bulb with Medium Flood ( 24 deg) Beam Pattern 

SWXB50F 

50Watt Bulb with Flood (60 deg) Beam Pattern 

HS37N-S 

Height Strip - standard (in Feet) with NTSC/PAL Colour camera - Brushed 
Aluminum housing 

HB37N-S 

Height Strip - standard (in Feet) with NTSC/PAL Colour camera - Black 
housing 

HS37N-M 

Height Strip - in metric with NTSC/PAL Colour camera - Brushed Aluminum 
housing 

HB37N-M 

Height Strip - in metric with NTSC/PAL Colour camera - Black housing 

HS-AM 

15 degree Angle Mounting Adpater for HS37 Camera - Brushed Aluminum 
finish 

HB-AM 

15 degree Angle Mounting Adpater for HS37 Camera - Black Aluminum 

FV-M032 

FareViewTM Mobile Kit - basic, includes CRU, single B/W camera, 32 MB 
Compact Flash card 

FV-M064 

FareViewTM Mobile Kit - basic, includes CRU, single B/W camera, 64 MB 
Compact Flash card 

FV-A001 

FareViewTM System Administration Kit, includes system viewer software 

FV-A002 

FareViewTM System Administration Kit, includes configuration/installation 
software only 


FV-F032 


FV-F064 


FV-C029-20 


FV-C037 


FV-K001 


FV-L001 


FV-M001 


SI 000-12V 


S1000-24VAC 



FareViewTM 32 MB Compact Flash Spare 


FareViewTM 64 MB Compact Flash Spare 


FareViewTM single camera spare, including 20 ft. (6.1m) cable & 2.9mm lens 


FareViewTM single camera spare, including 8 ft. (2.4m) cable & 3.7mm lens 


FareViewTM Cable Kit - includes power, trigger, event switch, serial download 
cables, & window labels 


Subsitute FareView window label with Generic label 


3 axis FareViewTM camera mount (does not include camera 


SI 000 Transmitter & Receiver pair with integrated antenna & wall mount 
brackets - 12VDC/VAC operation. FCC & Industry Canada approved 


SI 000 Transmitter & Receiver pair with integrated antenna & wall mount 
brackets - 24VAC operation. FCC & Industry Canada approved 


SI 000 Transmitter & Receiver pair with integrated antenna & wall mount 
brackets - 12VDC or 12VAC operation. CE approved. 
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NYS OGS Procurement Services 


Group 38221 - Alarm & Signal Systems 


Award - C-4476-G 



Contract - PC56295 

Part 

No. 

S1000-PM 

HONEYWELL UNIT PRICING 

Description 

Set of pole mount brackets (1 pair) with adjustable stainless steel straps 

NYS PRICE 

$ 42 

SI 000-PA 

16 dBi gain patch antenna with SMA-N connector - 3.3 ft. (1 meter) cable 
length 

$ 428 

S1000-JB 

Junction box with 24VAC power input and mounting brackets for wall & pole 
mount 

$ 360 

S1000-PS-1A 

110/220 VAC indoor power supply, North American plug 

$ 34 

S1000CA8P 

Cable assembly for audio & alarms -10 ft. (3 meters) length 

$ 106 

S1000CA9P 

Cable assembly for video -10 ft. (3 meters) length 

$ 106 








382214476(Honeywell).xls 
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